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ABSTRACT 
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[ THE PROJECT RESULTS REPORTED HEREIN WERE PERFORMED PURSUANT TO A. CONTRACT WITH THE 

s U. S. OFFICE OF EDUCATION, DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE. HOWEVER, 

( THE OPINIONS EXPRESSED HEREIN DO NOT NECESSARILY REFLECT THE POSITION OR POLICIES OF THE 

I U. S. OFFICE OF EDUCATION AND NO OFFICIAL ENDORSEMENT BY THE U. S. OFFICE OF EDUCATION 

I SHOULD BE INFERRED. ALTHOUGH CONSENT AND APPROVAL OF EACH FEDERAL AGENCY HAS BEEN 

j GIVEN TO IDENTIFY AND EVALUATE THE CURRICULUM MATERIALS LISTED HEREIN, THE STATEMENTS 

OR OPINIONS EXPRESSED IN THIS PUBLICATION DO NOT NECESSARILY I;EFLECT THE POSITION OR 
POLICY OF THAT PARTICULAR AGENCY AND NO OFFICIAL ENDORSEMENT SHOULD BE INFERRED. 
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THIS LISTING OF INSTRUCTIONAL MATERIALS WAS DEVELOPED PURSUANT TO CONTRACT NO. 
OEC-O-70-4480 (357) BY THE NORTHWEST REGIONAL EDUCATIONAL LABORATORY AND THE UNITED 
STATES DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE, OFFICE OF EDUCATION IN 
ACCORDANCE WITH PART I, CURRICULUM DEVELOPMENT, OF THE VOCATIONAL EDUCATION 
AMENDMENTS OF 1938. SEPARATE LISTS OF VOCATIONAL EDUCATION INSTRUCTIONAL MATERIALS 
DEVELOPED UNDER THIS PROJECT INCLUDE THE INSTRUCTIONAL AREAS OF AGRICULTURE, 
DISTRIBUTIVE EDUCATION, HEALTH OCCUPATIONS EDUCATION, HOME ECONOMICS, OFFICE 
OCCUPATIONS, TECHNICAL EDUCATION, AND TRADE AND INDUSTRIAL OCCUPATIONS. 
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INTRODUCTION 



AS A MAJOR ASPECT OF PART I OF THE VOCATIONAL EDUCATION AMENDMENTS OF 1968, CONGRESS 
AUTHORIZED iOR SURVEYING CURRICULUM MATERIALS PRODUCED BY ^^^CIES. 

THIS DOCUMENT LISTS SOME OF THE MATERIALS IDENTIFIED THROUGH SUCH A SURVEY f^N^UCTED BY 

™e regional educational laboratory during i»70-:m. 

THE MATERIALS LISTED WERE NOT PRODUCED SPEaFICALLY FOR USE WITHIN VOCATIONAL-TECHNICAL 
EDUCATION THEY DO PROVIDE AN INSTRUCTIONAL RESOURCE OF GREAT POTENTIAL. 

A BASIC ASSUMPTION OF THIS PROJECT WAS THAT QUALITY CURRICULUM MATERIALS RELEVANT TO 
VOCATIONAL-TECHNICAL EDUCATION WERE AVAILABLE FROM FEDERAL AGENQES AND THAT THE 
IcENSErWoSL^TOO^^^ tasks REQUIRED TO BRING SUCH MATERIALS TO THE ATTENTION 

OF tSchS both assumptions proved accurate and the cooperation exhibited by 

FEDERAL AGENCY PERSONNEL FAR EXCEEDED EXPECTATIONS. 

THE PROJECT STAFF IS DEEPLY INDEBTED TO ALL FEDERAL AGENCIES AND THEIR PERSONNEL WHO 
SSpeS^ED ^ GENE^ VARIOUS ASPECTS OF THIS ACTIVITY. THE JOINT EFFORTS OF 

THESE FEDERAL AGENCIES AND THEIR PERSONNEL PLUS THE ASSISTANCE OF VOCATIONAL 

S^"tteb sSl“tI h";^e made the listings of vocational-instruc™nal 

THE STAFF OF THE SUPERINTENDENT OF DOCUMENTS WAS .ESPEQALLY HELPFUL IN THE SUCCESSFUL 
COMPLETION OF THIS PROJECT. 



DOUGLAS C. TOWNE, PROJECT DIRECTOR 
ALAN D. STOLLER, FIELD STAFF SPECIALIST 
SHARON MILCZAREK, FIELD STAFF SPECIALIST 



For »ile by the Suptrlntendent of Documents, UjS. 

W»«hin8ton, D.C. — $1.50 Stock Number 1780-0842 
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HOW TO USK THIS LISTING 



I. EXPLANATION OF THE CODING SYSTEM 

THE CURRICULUM MATERIALS HAVE BEEN IDENTIFIED WITH THE INSITIUCTIONAL TITLES AND 
CODES FROM THE CLASSIFICATION SYSTEM DEVELOPED BY THE OFFICE OF EDUCATION.* THE 
CODING SYSTEM IS INTENDED TO PROVIDE A DISTINCT IDENTITY FOR EACH EDUCATIONAL- 
PROGRAM AREA AND FOR EACH OF THE CLASSIFIED ITEMS OF INFORMATION WITHIN IT. 
UTILIZING THE CODES IN THIS LISTING RELATES THE CURRICULUM MATERIALS TO THE 
INSTRUCTIONAL PROGRAM. SEVEN ML.JOR VOCATIONAL EDUCATION AREAS ARE IDEimFIED IN 
THIS CODING SYSTEM. SEPARATE LISTINGS HAVE BEEN PREPARED FOR THESE AREAS AND ARE 
CODED AS FOLLOWS: 



01 


AGRICULTURE 


14 


OFFICE OCCUPATIONS 


04 


DISTRIBUTIVE EDUCATION 


16 


TECHNICAL EDUCATION 


07 


HEALTH OCCUPATIONS EDUCATION 


17 


TRADE & INDUSTRIAL OCCUPATIONS 


09 


HOME ECONOMICS 







THE MAJOR AREAS ARE SUBDIVIDED TO INCLUDE ONE OR MORE RELATED CATEGORIES AS 
INDICATED IN THE FOLLOWING EXAMPLES: 

FIRST PAIR OF DIGITS: SUBJECT MATTER AREA 

EXAMPLE: 17. TRADE AND INDUSTRIAL OCCUPATIONS 

SECOND PAIR OF DIGITS: PRINCIPAL SEGMENT OF SUBJECT MATTER AREA 

EXAMPLE: 17.04 AVIATION OCCUPATIONS 

THIRD PAIR OF DIGITS: DIVISION OF PRINaPAL SEGMENT 

EXAMPLE: 17.0401 AIRCRAFT MAINTENANCE 

FOURTH PAIR OF DIGITS: FIRST LEVEL DETAIL OF DIVISION 

EXAMPLE: 17.040101 AIRFRAME 

SAMPLE BREAKDOWN: 

17. TRADE AND INDUSTRIAL OCCUPATIONS (SUBJECT MATTER AREA) 

17.04 AVIATION OCCUPATIONS (PRINOPAL SEGMENT OF SUBJECT MATTER AREA) 

17.0401 AIRCRAFT MAINTENANCE (DIVISION OF PRINCTPAL SEGMENT) 

17.040101 AIRFRAME (FIRST LEVEL DETAIL OF DIVISION) 

EACH VOCATIONAL AREA LIST INCLUDES A COMPILATION OF CURRICULUM MATERIALS WHICH 
HAS GENERAL APPLICATION TO ALL SEVEN AREAS OF VOCATIONAL EDUCATION. THIS LIST 
IS TITLED "RELATED CAREER EDUCATION MATERIALS. " RELEVANT DOCUMENTS ARE CLASSIFIED 
AS BASIC EDUCATION, RELATED EDUCATION, GUIDANCE AND COUNSELING, TEACHER EDUCATION, 
DISADVANTAGED/HANDICAPPED-INTERNAL AND DISADVANTAGED/HANDICAPPED-EXTERNAL. 

DEFINITIONS OF ALL CTjASSIFI CATION AREAS AND CATEGORIES ARE INCLUDED IN EACH LISTING 
AT THE BEGINNING OF EACH SECTION. THESE DEFINITIONS WERE CLOSELY ADHERED TO IN 
CLASSIFYING ALL DOCUMENTS IN EACH CATEGORY. 



} 

1 



♦THE CODING SYSTEM IS CONTAINED IN: VOCATIONAL EDUCATION .^ND OCCUPATIONS (OE-80061). 

U. S. DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE, OFFICE OF EDUCATION. WASHINGTON: 
U. S. GOVERNMENT PRINTING OFFICE, JULY 1969. tl 





n. 



HOW TO LOCATE INSTRUCTIONAL MATERIALS 



A. 



B. 



C. 



D. 



CONSULT TABLE OF CONTENTS 



locate the instructional program of concern and identify relevant page 

NUMBERS. 



LOCATE PAGES IN THE LISTING AND READ THE DESCRIPTION FOR THE INSTRUCTIONAL 
PROGRL m question, be sure to examine THE GENERAL INSTRUCTIONAL PROGRAM 
HFAniNC WHFN SEARCHING FOR SPECTFIC MATERIALS UNDER A SUBHEADING OF THAT 
“cTrNAL XiRAM MATERIALS WHICH WOULD APPLY TO ALL SUBHEADINGS 
WraiN AN INSTRUCTIONAL PROGRAM ARE LISTED IN THE GENERAL HEADING. 



SCAN THE DOCUMENT QTATIONS FOLLOWING THIS HEADING AND SELECT THOSE OF 
INTEREST. 



HI. HOW TO INTERPRET THE DOCUMENT CITATION 

A. THE CITATION OF A DOCUMENT BEGINS AT THE LEFT-HAND MARGIN AND IS DIVIDED 

INTO SIX AREAS OF INFORMATION: 

1. THE TITLE, DATE, NUMBER OF PAGES AND, WITHIN PARENTHESES, THE AUTHOR 
OR CORPORATE AUTHOR. 

2. A BRIEF ANNOTATION OF THE TYPE OF DOCUMENT AND ITS POTENTIAL USE. 

3 SPECIAL ASPECTS INCLUDE, THIS AREA IDENTIFIES INFORMATION OF SPEOAL 
INTEREST, IF PRESENT. (THIS CATEGORY IS NOT ALWAYS INCLUDED.) 

4. document CONTENTS INCLUDE, THIS AREA LISTS THOSE MAJOR SUBJECT TERMS 
CONTAINED WITHIN THE CONTENTS OF THE DOCUMENT. 

R relevant TO INSTRUCTION IN: A STATEMENT AS TO THE INSTRUCTIONAL AREAS 

OR PROGRAMS TO WHICH THE DOCUMENT HAS BEEN ASSIGNED. IN THE LISTING O 
RELATED care™ EDUCATION MATERIALS THIS STATEMENT IS OMITTED. 

« «3nTiRPF. AN ABBREVIATION OF THE SOURCE FROM WHICH THE DOCUMENT MAY BE 
OBTAINED, THAT SOURCE'S CODE NUMBER FOR THE DOCUMENT (IF RELEVANT), AND 
THE PRICE OF THE DOCUMENT. 



B. 



EXAMPLE: 
1 



blueprint reading and sketching, 1968, 167p. (DEPARTMENT OF NAVY, BUREAU 
OF NAVAL PERSONNEL). 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN, . 

SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. (TRAINING MANUAL) 
SPFPIAL ASPECTS INCLUDE: RELATED EDUCATION, TECHNICAL. 

DOCUMENT CONTENTS INCLUDE: BLUEPRINT READING, SKETCHING, PROJECTION, 

ELECTRICAL PRINTS, ELECTRONIC PRINTS, MACHINE DRAWINGS, PIPING PRINTS, 
SHEETMETAL DRAWINGS, STRUCTURAL DRAWINGS, ARCHITECTURAL DRAWIN . 
RELEVANT TO INSTRUCTION IN: 17.06. 

SOURCE: G.P.O. , 0847-0066, $1.26. 
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IV. 



HOW TO ORDER SELECTED DOCUMENTS 



i 

! 



FOR EACH DOCUMENT DESIRED, PLACE THE ORDER WITH THE APPROPRIATE SOURCE AND 
PROVIDE THE FOLLOWING INFORMATION: 

CORRECT AND FULL DOCUMENT TITLE (INCLUDING VOLUME NUMBER AND SECTION 
NUMBER IF NECESSARY) 

CORRECT SOURCE 



NUMBER OF COPIES DESIRED 
DOCUMENT CODE NUMBER 

CORRECT PRICE (CHECK THE PRICE AND INCLUDE PREPAYMENT WITH THE ORDER) 



NOTE; 

ALWAYS REFER TO THE SECTION SOUFiCE ORDERING INFORMATION FOR ADDRESS AND 
POSSIBLE ADDITIONAL INSTRUCTIONS BEFORE COMPLETING AN ORDER. DO NOT INCLUDE 
A DOCUMENT CLASSIFICATION NUMBER (EXAMPLE; 01.0102) WHEN ORDERING 

PLEASE ALLOW A MINIMUM OF THREE WEEKS FOR DELIVERY. ALL DOCUMENTS LISTED ARE 
AVAILABLE AS OF SEPTEMBER 1, 1971, AT THE PRICE QUOTED IN THE CITATION. HOWEVER, 
SUPPLIES AND PRICES ARE SUBJECT TO CHANGE. 



V. SOURCE ORDERING INFORMATION 



SYMBOL SOURCE 

BLS U. S. DEPARTMENT OF LABOR, BUREAU OF LABOR STATISTICS, OFFICE 

OF INFORMATION, WASHINGTON, D. C. 20210 



BOR 



BUREAU OF RECLAMATION, 841 DENVER FEDERAL CENTER, OFFICE OF 
CHIEF ENGINEER, DENVER, COLORADO 80225 



BUREAU OF BUREAU OF PRISONS, ROOM 442, 101 INDIANA AVENUE N. W. , 

PRISONS WASHINGTON, D. C. 20537, ATTENTION MRS. SYLVIA MC COLLUM 



COMMERCE CLEARING HOUSE FOR FEDERAL, SGENTIFIC & TECHNICAL INFORMATION, 

NATIONAL BUREAU OF STANDARDS, U. S. DEPARTMENT OF COMMERCE, 
SPRINGFIELD, VIRGINIA 22151 
SPECIAL INIORMATION; 

1. ALL ORDERS MUST BE PREPAID 

2. WHEN ORDERING FROM THE CLEARINGHOUSE PLEASE GIVE ALL 
PERTINENT DATA, SUCH AS AUTHOR AND STOCK NUMBER IF 
GIVEN 



DAP 



BUREAU OF NARCOTICS AND DANGEROUS DRUGS, OFFICE OF SaENCE 
AND DRUG ABUSE PREVENTION, WASHINGTON, D. C. 20226 



DRUGS FOOD AND DRUG ADMINISTRATION, BUREAU OF DRUGS, 5600 FISHERS 

LANE, ROCKVILLE, MARYLAND 20852 

FAA FEDERAL AVIATION ADMINISTRATION, AVIATION EDUCATION, OFFICE OF 

GENERAL AVIATION AFFAIRS, WASHINGTON, D. C. 20590 





Iv 



SYMBOL 


SOURCE 


FDA 


FOOD AND DRUG ADMINISTRATION. ^-nTinwiNr FIFLD 

these are AVAILABLE FROM ANY OF THE fO^LOWNG FIEL^^^ 
OFMCES. PLEASE ORDER MATERIALS FROM THE FIELD OFFICE 

if^eO^mGHTH STREET N. E. , ATLANTA, GEORGIA 30309 
O KOK pnMMFRCIAL STREET, BOSTON, MAINE 02109 

3* 1204 U S CUSTOMS HOUSE, PHILADELPHIA, PENNSYLVANIA 19106 

4 '. R(5Sm 1224, 433 W. VAN BUREN, CHICAGO, ILLINOIS 60607 
3032 BRYAN STREET, DALLAS, TEXAS 75204 
fi* 513 U S CUSTOMS HOUSE, DENVER, COLORADO 80202 
Walter G CAMPBELL BBILDING. 1009 CHERRY STREET, 

KANSAS CITY, MISSOURI 64106 
0 »<;n THIRD AVENUE, BROOKLYN, NEW YORK 11232 

9 ! ROOM 518 FEDERAL OFFICE BUILDING, 50 FULTON STREET 

SAN FRANCISCO, CALIFORNIA 94102 wa^jhinctON 98104 

10. 5003 FEDERAL OFFICE BUILDING, SEATTLii, WASHINGTON 


GPO 


SUPERINTENDENT OF DOCUMENTS, U. S. GOVERNMENT PRINTING OFFICE, 

O^llDmiSG THE GOVERNMENT PRINTING OFFICE, THE 

following INSTRUCTIONS AND INFORMATION APPLY: 

1. ALL ORDERS MUST BE PREPAID 

0* rpn nOFS NOT DISTRIBUTE FREE MATERIAL 

3 ! USE THE EIGHT-DIGIT NUMBER (EXAMPLE: 0847-0001) WHEN 

4 ?orS°USE THE STANDARD SUPERINTENDENT OF DOCUMENTS 

SeZg ^Rivi. their coupon Ao^ide™^ 

number when ordering materials where GPO IS IDENTIF 

AS THE SOURCE 


HASKELL 


PUBLIC SERVICES, HASKELL INDIAN JUNIOR COLLEGE, LAWRENCE, 
KANSAS 66044 


HOUSE 


NATIONAL COMMITTEE ON HOUSEHOLD EMPLOYMENT, 1346 CONNECTICUT 
AVENUE N. W., WASHINGTON, D. C. 20036 


HUD 


department of housing AND URBAN DEVELOPMENT, DISTRIBUTION 
SERVICE CENTER, B258, WASHINGTON, D. C. 20410 


INTERIOR 


department of the interior, BUREAU OF OUTDOOR RECREATION, 
WASHINGTON, D. C. 20240 


LAB 


LAWBENCE radiation laboratory, university of CALIFORNIA, 
BERKELEY, CALIFORNIA 94550 


MHA 


MFNTAT HEALTH AND HEALTH SERVICES ADMINISTRATION, OFFICE OF 
™™eL sroXcVILLE PIKE, BETHEBDA, MARYLAND 90014 


MANPOWER 


II S department OF LABOR, MANPOWER ADMINISTRATION, INQUIRY 

SECTION, R™ MLC, 14TH AND CONSTITUTION AVENUE N. W. , 

WASHINGTON, D. C. 20210 


MINERALS 


U. S. GEOLOGICAL SURVEY, OFHCE OF MINERAL OPERATIONS, 
WASHINGTON, D. C. 20242 


NAG 


NATIONAL AUDIOVISUAL CENTER (GSA), WASHINGTON, D. C. 20409 


NAS 


NATIONAL ACADEMY OF SCIENCES, PRINTING ATO O''*''®’ 

2101 CONSTITUTION AVENUE N. W. , WASHINGTON, D. C. 90418 ^ 



SYMBOL 



SOURCE 



NCDA 


NATIONAL CLEARINGHOUSE FOR DRUG ABUSE, 5454 WISCONSIN AVENUE, 
CHEVY CHASE, MARYLAND 20015 


PAMPHLETS 


PUBLIC AFFAIRS PAMPHLETS, 381 PARK AVENUE SOUTH, NEW YORK CITY, 
NEW YORK 10016 


SBA 


SMALL BUSINESS ADMINISTRATION 

THESE MATERIALS ARE AVAILABLE FROM ANY OF THE FOLLOWING 

FIELD OFFICES. PLEASE ORDER MATERIALS FROM THE FIELD OFFICE 

NEAREST YOU. 

1. 2113 JOHN F. KENNEDY FEDERAL BUILDING, BOSTON, 
MASSACHUSETTS 02203 

2. ROOM 3930, 26 FEDERAL PLAZA, NEW YORK QTY, NEW YORK 
10007 

3. SUITE 400 EAST LOBBY, 1 DECKER SQUARE, BALA CYNWYD, 
PENNSYLVANIA 19004 

4. ROOM 411, 1401 PEACHTREE STREET N. E., ATLANTA, 

GEORGIA 30309 

5. 437 FEDERAL BUILDING, 219 S. DEARBORN STREET, CHICAGO, 
ILLINOIS 60604 

6. ROOM 300, 1309 MAIN STREET, DALLAS, TEXAS 75202 

7. 24TH FLOOR, 911 WALNUT STREET, KANSAS QTY, MISSOURI 
64106 

8. ROOM 426A, 721 19TH STREET, DENVER, COLORADO 80202 

9. FEDERAL BUILDING, 450 GOLDEN GATE AVENUE, SAN FRANCISCO, 
CALIFORNIA 94102 

10. ROOM 1227, 506 SECOND AVENUE, SEATTLE, WASHINGTON 98104 


SLAG 


STANFORD LINEAR ACCELERATOR CENTER, STANFORD UNIVERSITY, 
STANFORD, CALIFORNIA 94305 


TAXES 


TEACHING TAXES PROGRAM. 

THESE PUBLICATIONS ARE AVAILABLE FROM TEACHING TAXES 
COORDINATORS LOCATED IN ALL 50 STATES. CONTACT YOUR 
LOCAL LIBRARIAN FOR ADDRESS IN YOUR STATE. 


USAEC 


UNITED STATES ATOMIC ENERGY COMMISSION, DOCUMENTS MANAGEMENT 
BRANCH, DIVISION OF TECHNICAL INFORMATION, PO BOX 62, OAK RIDGE, 
TENNESSEE 37830 V 

WHEN ORDERING FROM THE USAEC, THE FOLLOWING INSTRUCTIONS 
APPLY: 

1. USE THE ABOVE ADDRESS FOR QUANTITY ORDERS 

2. OBTAIN SINGLE COPIES FREE FROM USAEC, EDUCATIONAL 
SERVICES SECTION, DIVISION OF TECHNICAL INFORMATION, 

PO BOX 62 OAK RIDGE, TENNESSEE 37830 


USDA 


U. S. DEPARTMENT OF AGRICULTURE, OFFICE OF INFORMATION, 
WASHINGTON, D. C. 20250 

THE AGRICULTURAL RESEARCH SERVICE OF THE USDA HAS ASSIGNED 
SOME STOCK NUMBERS TO THEIR MATERIALS. IF ONE OF THESE 
NUMBERS IS GIVEN, PLEASE USE IT WHEN ORDERING. 


USGS 


U. S. GEOLOGICAL SURVEY, DISTRIBUTION SECTION, 1200 S. EADS STREET, 
ARLINGTON, VIRGINIA 22202 


USOE 


PUBLICATIONS DISTRIBUTION UNIT, U. S. OFFICE OF EDUCATION, 400 
MARYLAND AVENUE S. W. , WASHINGTON, D. C. 20202 



SYMBOL 



SOURCE 



WAGE 

WOMEN 



II s department of labor, department of wage and labor 
standards, office of information, WASHINGTON, D. C. 20210 

II department of labor, WOMEN'S BUREAU, DIVISION OF 
PUBLICATIONS, 14TH AND CONSTITUTION AVENUE N. W. , WASHINGTON, 
r> n 9021 0 
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TRACE AND INDUSTRIAL OCCUPATIONS: 17. 

TO Tusr RRAuru OF VOCATIONAL EDUCATION WHICH IS CONCERNED 
TRADE AND INDUSTRIAL ® ^pf nJJ JU t” qr FOR UPQRAOINQ OR RETRAINING WORKERS IN A 

WITH PREPARING PERSONS FOR INITIAL J!q J g ° cuCH OCCUPATIONS ARE SKILLED OR SEHI-SKILLED 

HIDE R.N8E OF TR»OE AND INDUSTRIAL OCCUPATIONS. SUCH^M .SSENBLINO, TESTING, 

AND ARE CONCERNED NITH LAYOUT DESIGNING, PRODUCING, ' INSTRUCTION IS PROVIDED 111 

MAINTAINING, SERVICING, OR REPAIRING OCCUPATIONAL INFORMATION IN 

IN BASIC MANIPULATIVE SKILLS* SUCCESSFULLY IN THE OCCUPATION* AND 

MATHEMATICS, DRAFTING, AND SCIENCE REOUIRED TO PERFORM ^ 

lEI TNROUON A COMBINATION OF SHOP OR LASORATORV EXPERIEN ES SIMU^ 4PPRENT ICEABLE 

industry ANO classroom I-EARNING. NCLUOED is OCCUPATION. ALSO 

;"R.^S;NfroS^sS^^.jrASS’'clR?J?N%ESljR;PEsllONAL occupations considered to be 

TRADE AND INDUSTRIAL IN NATURE* 



2 



AIR CONOITIONING 



17.01 



CLASSROOM ANO SHOP EXPERIENCES WHICH ENABLE THE STUOENT TO BECOME PROFICIENT IN THE 
INSTALLATION/ REPAIR ANO MAINTENANCE OF COMMERCIAL ANO OOMESTIC AlR CONOITIONING SYSTEMS. 
INCLUOEO IS INSTRUCTION IN THE THEORY ANO APPLICATION OF BASIC PRINCIPLES INVOLVEO IN 
CONOITIONING UF'AIR-COOLING/ HEATING/ FILTERING/ ANO CONTROLLING HUMIOITY/ THE OPERATING 
CHARACTERISTICS OF VARIOUS UNITS ANO PARTS/ BLUEPRINT REAOING/ THE USE OF TECHNICAL REFERENCE 
MANUALS/ THE OlAQNOSIS OF MALFUNCTIONS/ THE OVERHAUL/ REPAIR/ ANO AOJUSTMENT OF UNITS ANO 
PARTS SUCH AS PUMPS/ COMPRESSORS/ VALVES/ SPRINGS/ ANO CONNECTIONS/ ANO THE REPAIR OF 
ELECTRIC 'i.NO PNEUMATIC CONTROL SYSTEMS. (SEE ALSO 16.0110 ENVIRONMENTAL-CONTROL TECHNOLOGY 
UNOER TECHNICAL EOUCATION. ) 



TECHNICAL SERVICES/ VOL. E - AlR CONOITIONING ANO REFRIGERATION SERVICES I. 1968/ 250P. 

(US OEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM OESIQN/ PRESENTEO ON A SECONOARY LEVEL. 
OOCUMENT CONTENTS INCLUOE: TECHNICAL SERVICES/ AlR CONOITIONING/ REFRIGERATION/ 

TOOLS/ SUPPLIES/ MATERIALS/ HABITS/ SYSTEMS/ COMPRESSION/ VALVE/ OESIGN/ THERMOSTAT/ 
CAPILLARY TUBES/ PRINCIPLES/ SAFETY. RELEVANT TO INSTRUCTION IN) 17.01/ 17.30. 
source: BUREAU OF PRISONS/ FREE. 

TECHNICAL SERVICES/ VOL. F - AlR CONOITIONING ANO REFRIGERATION SERVICES II. 1968/ 250P . 
(US OEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM OESIGN/ PRESENTEO ON A SECONOARY LEVEL. 
OOCUMENT CONTENTS InCLUOE: TECHNICAL SERVICES/ AIR CONOITIONING/ REFRIGERATION/ 

ELECTRICITY/ MAGNETISM/ MOTORS/ INOUCTANCE/ CAPACITANCE/ THERMISTORS/ VARISTORS/ 
SENSORS/ TRANSOUCERS/ TRANSFORMERS/ RECTIFIERS/ PROTECTION/ SERVICE/ CONTROL/ 
PRINCIPLES/ AOJUSTMENT/ PRESSURE/ OEFROSTINQ. RELEVANT TO INSTRUCTION IN: 17.30/ 

17.01 . 

source: bureau of prisons/ free. 

LAYOUTS ANO OPERATING CRITERIA FOR AUTOMATION OF DAIRY PLANTS PROCESSING MILK/ 

HALF-AND-HALF/ CREAM/ CHOCOLATE DRINK/ ANO BUTTERMILK. 03/1968/ A7P. (TRACY/ P. H. ) 
REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONOAR Y 
LEVEL. ILLUSTRATIONS ARE INCLUOEO. 

OOCUMENT CONTENTS InCLUOE: LAYOUTS/ OPERATING CRITERIA/ AUTOMATION/ OAlRY PLANTS/ 

MILK/ HALF-ANO-HALF/ CREAM/ CHOCOLATE ORiNK/ BUTTERMILK. RELEVANT TO INSTRUCTION 

In: 01.040102/ 17 . oi/ 16 . 0202 . 

source: GPO/ 0100-117B/ 60.45. 

PLUMBING/ HEATING/ ANO AIR CONDITIONING/ JOB SHOP. 08/1964/ 8P. (WEAST/ OONALO L.) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 
DOCUMENT CONTENTS INCLUOE: PLUMBING/ HEATING/ AlR CONOITIONING/ JOB SHOP/ 

BIBLIOGRAPHY/ INFORMATION. RELEVANT TO INSTRUCTION IN) 16.0110/ 17.01/ 04.09. 

source: sba/ free. 



c> oling: 17.0101 

LEARNING EXPERIENCES SPECIFICALLY CONCERNEO WITH THE INSTALLATION/ OPERATION/ TESTING/ ANO 
TROUBLESHOOTING OF VARIOUS TYPES OF AlR COOLING EQUIPMENT ANO OF THE CONTROLS NEEOEU FOR 
OPERATION. 



REFRIGERATION MECHANIC: A SUGGESTED GUIDE FOR A TRAINING COURSE. 1968/ lOP. (U.S. OEPT 
OF HEALTH/ EDUCATION/ ANO WELFARE/ OFFICE OF EDUCATION) 

TEACHER-ORIENTED GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM DESIGN/ PRESENTEO ON A 
SECONOARY LEVEL. 

DOCUMENT CONTENTS INCLUDE: COURSE UNITS/ TEACHING AIDS/ TEXTBOOKS/ EQUIPMENT/ TOOLS. 

RELEVANT TO INSTRUCTION In: 17.0101. 

source: GPO/ 1780-0454/ 60.25. 



cooling: 17.0101 

FROZCN FDOO LOCKER »ND FREEZER FROVISIONZNO INDUSTRY 1965. 01/1967, 16P. (MINER, 8ERT 0., 

""SEFEiES« BMK^'HIC^Mrr" U'I seS !s ^ESOURCE M.TER16U, PRESENTED ON 6 POST-SECONOKRY 
LEVEL. ILLUSTRATIONS ARE INCLUDED* cdcc7fb. TNOUSTRY' GROWTH/ STORAGE 

source: gpo/ 0100 - 0886 / $ 0 . 20 . 

“""p'rmJh"? 5S?ci"S.rSE S5ED\s”Es2wCE*SilTEil“^p5ESENTEj"SJ^"Kc™^^ 

OO^ul;K?ENTr5Nj“EOUIPMENT, HOME COOLINS. REUEV.NT TO INSTRUCTION IN: 
09.0204/ 17*0101. 

source: qpo/ 0100 - 0772 / 60.io. 



heating: 17*0102 

TR5"uB;ELo"“o“”v.R'“ur}Y«s^ ^liro^For” 

OPERATION. 



“?c"«5'iruSI5"s%ls?IiR«"!TEM6!: pSIsent^o m"; s«S1SI5y ^evel. 

DoJuKi?BNTr?Nj"HE6TINS, HOMES, PLENUM. RELEV6NT TO INSTRUCTION INI 
09*0109/ 09*0204/ 16*011002/ 17*0102* 

source: QPO/ 0100-0973/ 60.20* 
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APPLIANCE REPAIR 



17.02 



4 

CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE THEORY OF ELECTRICAL CIRCUITRY/ SIMPLE 
GEARING/ LINKAGES/ AND LUBRICATION IN THE OPERATION/ MAINTENANCE/ AND REPAIR OF COMPONENTS 
INCLUDING RELAYS/ TIME SWITCHES/ PUMPS/ AND AGITATORS USED IN APPLIANCES SUCH AS WASHERS/ 
DRYERS/ VACUUM CLEANERS/ TOASTERS/ WATER HEATERS/ AND STOVES. RELATED TRAINING IS PROVIDED 
IN THE USE OF FAMILIAR TOOLS/ TEST EQUIPMENT/ AND SERVICE MANUALS/ AND IN MAKING CASH 
ESTIMATES FOR REPAIRS. 



ELECTRICIAN'S MATE 1 AND C. 1968/ 196P. (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: TECHNICAL. 
( SAFETY ) . 

DOCUMENT CONTENTS INCLUDE: ELECTRICIAN/ SAFETY/ DC WINDINGS/ AC WINDINGS/ VOLTAGE 

REGULATION/ FREQUENCY REGULATION/ TRANSISTORIZED CONTROL DEVICES/ AUTOMATIC 
DEGAUSSING/ TRAINING FILM LIST. RELEVANT TO INSTRUCTION In: 17.14/ 17.02. 

source: gpo/ 0847-0066/ «i.so. 

HOUSEHOLD APPLIANCES AND RADIO-TV - SELLING AND SERVICING. 03/1966/ HP. (FLEWELLEN/ JR./ 
WILLIAM C. ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE; HOUSEHOLD APPLIANCES/ RADIO-TV/ SELLING/ SERVICING/ 
BIBLIOGRAPHY/ INFORMATION. RELEVANT TO INSTRUCTION IN: 04.10/ 17.02/ 17.1502. 

source; sba/ free. 



ELECTRICAL APPLIANCES: 17.0201 



LEARNING EXPERIENCES SPECIFICALLY CONCERNED WITH THE REPAIR/ INSTALLATION/ AND SERVICING OF 
electrical APPLIANCES. 



ELECTRONICS TECHNOLOGY/ VOL. A - D.C. ELECTRICAL APPLICATIONS. 1968/ 250P . (US DEPT. OF 
JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 

DOCUMENT contents INCLUDE: ELECTRONICS/ TECHNOLOGY/ D.C. ELECTRICAL/ APPLICATIONS/ 

THEORY/ ATOMIC/ MATTER/ OHM'S LAW/ CIRCUIT/ SERIES/ PARALLEL/ ENERGY/ EFFECTS/ 
THERMAL. RELEVANT TO INSTRUCTION IN: 17.0201/ 17.1002/ 17.14. 

source: . bureau of PRISONS/ FREE. 

ELECTRICAL APPLIANCE SERVICEMAN! A SUGGESTED GUIDE FOR A TRAINING COURSE (0.0. T. 

OCCUPATIONAL CODE 827.281 ) OE-87039. 1969/ 14P. (HEW/ OFFICE OF EDUCATION/ BUREAU OF 

AVL ) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE: ELECTRICAL APPLIANCE SERVICEMAN/ COURSE UNITS/ TEXTBOOKS/ 

FILMS/ MACHINES/ TOOLS/ EQUIPMENT. RELEVANT TO INSTRUCTION In: 17.0201. 

source: GPO/ 1780-0459/ «0.30. 

AIRCREW SURVIVAL EQUIPMENTHAN 1 ANO C. 19S8/ 232P. (BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS include: SURVIVAL EQUIPMENT/ SUPERVISION/ PARACHUTES/ PRESSURE 

SUIT/ REGULATORS/ TEST STANDS/ CONVERTERS/ SEWING MACHINE REPAIR/ BLUEPRINT READING/ 
TEMPERATURE CONTROL/ HUMIDITY CONTROL/ FILM LIST. RELEVANT TO INSTRUCTION IN: 

17.05/ 17.0201. 

source: GPO/ 0847-0051/ «2.00. 
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automotive services: it.os 

training in all 



PHASES OF AUTOMOTIVE MAINTENANCE 
TRAINING IN THE USE OF TECHNICAL 



classroom aro shop "^^""“autSvs^hkles^ ISo'pSAcf.cs .s prov.oeo ir 

UNITS/ PARTS INSPECTION/ 

OVERHAUL 



REPAIR WORK 



MANUALS AND vHrIETY OF HAND POWER TOOLS. 

diagnosis of MALFUNCTIONS/ ^DISASSE^^^ rEPAIrI IGNITION SYSTEMS/ CARBURETION/ 



OF PARTS INVOLVING ENGINE 



FENDER REPAIR/ AND 



TRARSnISSIOR, ""HElTERS^M^RSoRi, ARO RIRDSHIELD 



OR REPLACEMENT 
BRAKES/ 

THE installation OF A VARIETY 
WIPERS. 



OF ACESSORIES SUCH 



OF NAVY/ BUREAU OF 



principles of naval engineering^ USED^AS^RESOURCr'MATERIAL/ PRESENTED ON 



NAVAL PERSONNEL) 
A POST-SECONDARY 



DESIGN/ CONSTRUCTION/ STABILITY/ 



(DEPT. 

occpDPNCE BOOK WHICH MAY BE 

r^L. ILLUSTRATIONS ARE INCLUDED- 

OoSt CORTERTS ";''‘^,„?S"jomS.rR:‘sH'lp''iViERiR8. 

BUOYANCY/ ENGINEERING THEORY/ SHl PROPULSION BOILERS/ CONDENSERS/ HEAT 

MEASUREMENT/ THERMODYNAMICS/ COMPRESSED AIR PLANTS/ DISTILLING PLANTS/ 

PIPING/ FITTINGS/ . . SYSTEMS/ PROPULSION PLANTS/ DIESEL 

''■^ NUCLEaS POWER PLANTS/ SHIP MAINTENANCE/ 



refrigeration^ air CONDITIONING/ 
rNGlJfs/ GASOLINE ENGINES/ GAS TURBINES/ 



annotated bibliography. 
17.0302/ 17*32. 
source: GPO/ 0BA7-0127/ *6 



RELEVANT TO INSTRUCTION IN 



16.010A/ 17.03/ 17.22/ 



.75. 



SERVICES I. 1968^ 250P* <US DEPT. OF JUSTICE/ 



PRESENTED ON A SECONDARY LEVEL* 
PRESENTtU ORGANIZATION/ 

WHEEL/ BALANCING/ SERVICE* 



( US 



DEPT* OF JUSTICE/ 



TECHNICAL SERVICES. VOL. C - AUTOHOTIVE 

““'"o5;D?60oS'HSKi M*V BE USED “^.“S^fcErAUTOMOTIVE , 

“‘’^iPril^SScriv^uireRA^srEi^Ji »RE, repair, tire, 
relevant to instruction in: 17.03. 

source: bureau of prisons/ free* 

technical SERVICES/ VOL- D - AUTOMOTIVE SERVICES IL 1968/ 250P 
BUREAU OF PRISONS) CURRICULUM DESIGN/ PRESENTED 

COMPONENTS/ COOLING- RELEVANI 

source: bureau of prisons/ free* 

"^"“'^ruI^lBrOK^SHICH'SIJiruSES f N^fuRR I^ U^rOEsfoNt JpESErT^o'S^rSEciNO ARY LEVEL- 
source: GPO/ •0*60. 



ON A SECONDARY LEVEL* 
MAINTENANCE/ FUEL/ CYCLES/ 
17.03. 



DIAGNOSIS/ 



»PPQFNTEU UN A ' 

REPAIR/ DISASSEMBLY/ REASSEMBLY. 



573P* ( DEPT • OF THE 



ARMY) 

A SECONDARY 



’■'*"‘"ex"o°oK Jh”ch"m«%e"uBEo"s REsii5n‘HA;c5lAL, presented ON 

^SSsijrNirio^Nrs.'THirslIlSMSoNE'N'fl, motorcycles, TERMINOLOOV. 

instruction in; 17.03/ 17. 12- 
source: GPO/ (NONE)/ •3*25* 



LEVEL* 



diesel FUEL SYSTEMS/ 
TRAINS/ 

RELEVANT 



TO 



body and fender: 17.0301 

SRECIALIZED LEARNING EXPERIENCES BOX^ERNED |„SoT«No''ARJis FiH?ng° oS^OING, 

‘ors"S?N0rcJNCEAjJrNT"o”UpjR?rc?iO^ PAINTING: AND REPLACEMENT OF SOOT COMPONENT , 
INCLUDING TRIM* 
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BOOY ANO FENOER: 



17»0301 



AUTOMOTIVE BODY REPAIRMAN? A SUGQESTEO OUIOE FOR A TRAINING COURSE. 1968/ 17P. (U.S* 

DEPT. OF HEALTH/ EOUCATION/ ANO WELFARE/ OFFICE OF EOUCATION* 

TEACHER-QRIENTEO. GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM OESIQN/ PRESENTEO ON A 
SECONOARY LEVEL. 

OOCUMENT CONTENTS INCLUOE: AUTOMOTIVE BOOY REPAIRMAN/ COURSE UNITS/ TEXTBOOKS/ FILMS/ 

MACHINES/ TOOLS/ EQUIPMENT. RELEVANT TO INSTRUCTION IN? 17.0301. 
source: QPO/ 1780-0455/ AO. 30. 



mechanics: 17.0302 

learning experiences CONCERNEO with the components of the VEHICLE/ INCLUOING ENGINE/ POWER 
TRANSMISSION/ STEERING/ BRAKES/ ANO ELECTRICAL SYSTEMS. INCLUOEO IS TRAINING IN THE USE OF 
OIAGNOSTIC ANO TESTING EQUIPMENT ANO TOOLS USEO IN THE REPAIR PROCESS. 



PRINCIPLES OF naval ENGINEERING. 1966/ 737P . (OEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL* 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONO ARY 
LEVEL. ILLUSTRATIONS ARE INCLUOEO. 

DOCUMENT CONTENTS INCLUOE : NAVAL SHIP/ SHIP DESIGN/ CONSTRUCTION/ STABILITY/ 

BUOYANCY/ ENGINEERING THEORY/ SHIP PROPULSION/ SHIP STEERING/ LUBRICATION/ 
MEASUREMENT/ THERMOO . NAMICS/ STEAM TURBINE/ PROPULSION BOILERS/ CONOENSERS/ HEAT 
EXCHANGERS/ PIPING/ FITTINGS/ VALVES/ COMPRESSEO AIR PLANTS/ OISTILLING PLANTS/ 
REFRIGERATION/ AIR CONO IT lONI NG/ ELECTRICAL SYSTEMS/ PROPULSION PLANTS/ OIESEL 
ENGINES/ GASOLINE ENGINES/ GAS TURBINES/ NUCLEAR POWER PLANTS/ SHIP MAINTENANCE/ 
ANNOTATED BIBLIOGRAPHY. RELEVANT TO INSTRUCTION IN: 16.0104/ 17.03/ 17.22/ 

17.0302/ 17.32. 

source: GPO/ O 847 -OI 27 / t6.7S. 

ENGINEMAN 1 ANO C. 1968/ 158P. (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USEO IN CURRICULUM OESIGN/ TRAINING MANUAL PRESENTEO ON A 
POST-SECONOARY LEVEL. ILLUSTRATIONS ARE INCLUOEO. SPECIAL ASPECTS INCLUOE — 
RELATES education: TECHNICAL. 

DOCUMENT CONTENTS INCLUDE: ENGINE MAINTENANCE/ REDUCTION GEARS/ REFRIGERATION/ AIR 

CONDITIONING/ TRAINING FILM LIST. RELEVANT TO INSTRUCTION IN: 16.0110/ 17.0302/ 

17.12/ 16.0104. 

source: GPO/ 0 208.11:EN 3/2/968/ 41.50. 

OIESEL servicing: a suggested 2-YEAR POST HIGH SCHOOL CURRICULUM. 1969/ 118P. (U.S. DEPT 

OF HEALTH / EOUCATION ANO WELFARE/ OFFICE OF EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO IN CURRICULUM DESIGN/ PRESENTEO ON A 
POST-SECONOARY LEVEL. 

OOCUMENT CONTENTS INCLUDE! OIESEL SERVICING/ POST HIGH SCHOOL/ CURRICULUM/ COURSE 
UNITS/ INSTRUCTIONAL MATERIALS/ SHOP EQUIPMENT. RELEVANT TO INSTRUCTION IN! 

17.12/ 01.0301/ 17.0302/ 17.100301. 

source: GPO/ 1780-0464/ 41.25. 

AUTOMOTIVE MECHANIC ENTRY! A SUGGESTED GUIDE FOR A TRAINING COURSE (D.O.T. OCCUPATIONAL 
CODE 620.281) OE-87041 . 1969/ 21P. (U. S. DEPARTMENT OF HEALTH/ EDUCATION/ ANO WELFARE/ 

OFFICE OF EOUC.) 

TEACHER-ORIENTED GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM DESIGN/ PRESENTEO ON A 
POST-SECONOARY LEVEL. 

OOCUMENT CONTENTS INCLUDE: AUTOMOTIVE MECHANIC/ COURSE UNITS/ TEXTBOOKS/ FILMS/ 

MACHINES/ TOOLS/ EQUIPMENT* RELEVANT TO INSTRUCTION IN! 17.0302. 

source: GPO/ 1780-0461/ 40*35. 
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aviation occupations: 17 . oa 

CL.SSROOM .N. RP.CT.C.L eX«R.E»CE WHICH INCLUOE INSTRUCTION RSL.TINO TO URCR.RT 
Smn?eS2nce, operation, ANO OROUNO SUPPORT. 



airerame ano powerplant mechanics, oeneral'hanobook. 1S70, A97P. (U.s. OEPT. OP 

”‘?^^?s;S”rH'icH“:r be useo as resource material, presenteo on a post-seconoary level. 

aircraft ORAWINQSi '^^^®^^^_®ThBC^^KQTORSj INSPECTION/ OROUNO HANOLINO/ SAFETY/ 
S;j^ffo:s^^MrA"sJ^Ri;^rv;^C^^:°"^^L^5:Sf^o‘;rs?SuCTION IN= .T.OA, .S.O.O.. 

source: qpo/ 5011-0052/ t^^oo# 

*"“'5SS?H“"rR;ooi»L*iSi™fA; be useo as resource MATERIAL, PRESENTEO ON A SECONOARY 
0 ^ iE^O^sSrc^, SAPETY, AIRCRAPT. RELEVANT TO INSTRUCTION 

in: ^^•°^°^i',Mii^‘2MR«;rRIPTION/ *4.00. QPO/ SINGLE COPY/ •0.35. 

source: QPO/ ANNUAL SUBSCRIPTION/ 

SCIENTIFIC ANO TECHNICAL AEROSPACE REPORTS- MATERIAL/ PRESENTEO ON A 



RELEVANT TO -"STRUCTION IN: ,,,uAL SUBSCRIPTION, .30.00. 

source: QPO/ SINGLE COt'ltsj va-'t 

, c. cmcmtary. (U.s. OEPT. OF TRANSPORTATION/ 

FAA AVIATION EOUCATION INFORMATION KIT - ELEMENTA 

"1?;iE‘N"S;irNTtrrAip”E”SHlcH MAY BE USEO AS RESOURCE MATERIAL, PRESENTEO ON AN 

Oo'cSrjrNT^ErT^lNCLUOEI AVIATION EOUCATION, KIT. RELEVANT TO INSTRUCTION INI 

17 . 04 . 

source: QPO. r.rnCD*l 

.r p-ni 1 crF (U.s. OEPT. OF TRANSPORTATION - FEOERAL 
FAA AVIATION EOUCATION INFORMATION KIT - COLLEGE- 

‘'''sJJS^^-S^ENrE^^ASiHLET WHICH MAY BE USEO AS RESOURCE MATERIAL, PRESENTEO ON A 

00cS«N?"cSN?E"si^a;0E: AVIATION EOUCATION, KIT. RELEVANT TO INSTRUCTION INI 

17 . 04 . 



‘"rTrEN^SJ^ErTES'J^MPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL, PRESENTEO ON A 

OOCuSEN?‘«NTrNTs' INCLUOE : AVIATION EOUCATION, KIT. RELEVANT TO INSTRUCTION IN; 

17 . 04 . 

source: QPO. 



CAREERS. (U.s. OEPT. OP TRANSPORTATION, FEOERAL 



FAA AVIATION EOUCATION INFORMATION KIT 

‘'"s?5Sen"3J';Jn'te5’"Sphlet which may be useo in curriculum oesibn, prepenteo on a 

OOcSSE‘NrcSN?rN’TS^rNaUOE: AVIATION EOUCATION, KIT. RELEVANT TO INSTRUCTION IN: 

17 . 04 . 

source: QPO. 

''"‘“"?EicH«-"R?EN?ES‘rx?S5iK i’l^i JlirBE l?Eo';s''REl5lRcr5I?J"2^“pESENTEO ON A 
POST-SECONOARY LEVEL* r-nkmAMCWT ai q. TEACHING/ LEARNING/ METHOOS/ 

“°S;N5S;Jir?NS?^iN,^^Tj;y '.N^£RESP0N^ "-EUVERS, PROCEOURES. 

relevant to instruction in: U.oioi/ 17.04 

source: QPO/ 5011-0031/ •I’SS. 
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AVIATION occupations: 17<04 



AERONAUTICAL SCIENCE COURSE OF STUDY* 10/1969/ 258P* (DEPT* OF TRANSPORTATION/ FEOERAL 
AVIATION AOMINISTRATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; AERONAUTICAL SCIENCE/ METEOROLOGY/ NAVIGATION/ 

REGULATIONS/ FLIGHT TRAINING/ FILMS/ FIELD TRIPS* RELEVANT TO INSTRUCTION In: 

17*04 * 

source: QPO/ 5 OO 7 -OO 6 O/ «?*25* 

AEROSPACE TECHNOLOGY/ VOL* A/ ORIENTATION TO THE AEROSPACE INDUSTRY* 1968/ 200P * (US 
OEPT* OF JUSTICE/ BUREAU OF PRISONS) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: AEROSPACE/ TECHNOLOGY/ OVERVIEW/ MASS PRODUCTION/ HISTORY/ 

DESIGN/ WOOD STOCK CUTTING/ VACUUM/ DRAFTING/ METALWORKING/ BUSINESS/ ADVERTISING/ 
ORGANIZATION/ TRAINING* RELEVANT TO INSTRUCTION IN: 16*0101/ 17*04/ 17*23* 

source: bureau of prisons/ free* 

APPROACH. ( US NAVY ) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* 

DOCUMENT CONTENTS INCLUDE; AVIATION/ SAFETY* RELEVANT TO INSTRUCTION In; 16*0101/ 

17*04* 

source: GPO/ single copy/ «0*55* GPO/ annual SUBSCRIPTION/ *6*00* 

ARMY AVIATION DIGEST* (US ARMY) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; SAFETY/ RESEARCH/ MEDICINE/ TRAINING/ AVIATION* RELEVANT 
TO INSTRUCTION IN; 17*04/ 16*0101* 
source; GPO/ single copy/ *0*40* GPO/ ANNUAL SUBSCRIPTION/ *4*50* 

FAA AVIATION NEWS* (US OEPT* OF TRANSPORTATION/ FAA ) 

MONTHLY periodical WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: AVIATION/ SAFETY/ LEGISLATION/ REGULATIONS/ RESEARCH* 

RELEVANT TO INSTRUCTION IN; 17*04/ 16*0101* 
source; GPO/ SINGLE COPY/ *0*20* GPO/ ANNUAL SUBSCRIPTION/ *2*00* 

MECH*/ NATIONAL AVIATION MAINTENANCE SAFETY REVIEW* (US NAVY/ NAVAL AIR SYSTEMS COMMAND) 
QUARTERLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; AVIATION MAINTENANCE/ SAFETY* RELEVANT TO INSTRUCTION 
in; 16*0101/ 17*04* 

source; GPO/ SINGLE COPY/ *0*55* GPO/ ANNUAL SUBSCRIPTION/ «2*00* 

IMAGE interpretation HANDBOOK/ VOLUME I* 12/1967/ 250P* (US ARMY/ NAVY ANO AIR FORCE) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONOARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; IMAGE INTERPRETATION/ INTERPRETATION/ RECONNAISSANCE 
IMAGERY/ MEASUREMENTS* RELEVANT TO INSTRUCTION In; 17*04/ 16*0101* 
source; GPO/ 0820-0065/ «5*25* 

GENERAL AVIATION INSPECTION AIDS* (US OEPT* OF TRANSPORTATION/ FAA) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; AVIATION/ INSPECTION AIDS/ SAFETY* RELEVANT TO 
INSTRUCTION IN: 16*0101/ 17*04* 

source; GPO/ SUBSCRIPTION/ «3*00* 

FLIGHT SERVICES* 1/04/1971/ 270P* (DEPT* OF TRANS*/ FAA/ AIR TRAFFIC SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST- SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: FLIGHT SERVICES/ NAVIGATION AIDS/ RADIO COMMUNICATIONS/ 

INTERPHONE COMMUNICATIONS/ PILOT BRIEFING/ BROADCAST PROCEDURES/ EMERGENCIES/ 

FLIGHT/ AIRPORT/ TELETYPEWRITER PROCEDURES/ WEATHER* RELEVANT TO INSTRUCTION In; 
16*0101/ 17*04/ 16*0601* 

SOURCE: GPO/* 




o 



'M.' 



aviation occupations: 17«0A 



02/1971> 



AIRMAN'S INFORMATION MANUAL# PART MANUAL ANO ATC PROCEDURES 

'““^EXTBOOrwSlCH'Mfy BE^SfES'I^J Es'oURCE MATERIAL# PRESENTEO ON A POST-SECONOARY LEVEL- 
illustrations are INCLUOEO. manual# ATC PROCEOURES# NAVIGATION AIOS# AIR 

''°?rIffic'^?SItSJl#^Sety: relevant to instruction in: I 6.OIOI# 17.0A# 16.0601. 

source: qpo#. 



ft-': 



POWER plant: 17.040102 

SP€CI«LIZEO CLASSROOM AND ““"‘cJJ^lE'SoRriNCLUOES ENGINE ' INSPECT ION ANO MAINTENANCE, 

!S;R:?;o'N"rx^Mi'N;?;oN’?s5''}s? roS^r^^ifMrdifNjj/s license. 



1968# 250P. (US OEPT. OF JUSTICE# BUREAU 



A SECONOARY LEVEL* 



AEROSPACE TECHNOLOGY - VOL. B# POWER TECHNOLOGY. 

source: bureau of prisons# free* 



ENGINE# 



qrouno operations: 17.0403 

s;ss ;s.k:s'&!S-!!s:.5-s“": 



- .«a:o oqd inFPT OF NAVY# BUREAU OF NAVAL PERSONNEL) 

*" "?El?SoS5'‘NilJH MA; be Stjo^N’cuJSlCULUM OESION, TRAINING MANUAL PRESENTEO ON A 

POST-SECONOARY LEVEL. OPERATION, AIR TRAFFIC CONTROL, 

““5^?rN;T5SKn"iiGj?5^i??iNs:^j?r; rNrTSii?ioN in= it.oaos. 

source: GPO# 0B47-0126# ♦1*50* 

air traffic ANO “"“'®I'°pi„s®|R“J5oNrnoERAL'AYIATUN°AOMINISTRATION I 

“''jEF^RENrE'soili’^iKH "I y GE USEO AS RESOURCE MATERIAL, BISLIOGRAPHY PRESENTEO ON A 

OoruSE!!;‘«NTrNTs'lNCLUOE: AIR TRAFFIC, AIRPORT CONGESTION, OELAYS, PLANNING. 

RELEVANT TO INSTRUCTION IN: 17*0403. 

source: faa. 

airport environs: LANO use controls. 05/1970# 3 ^ pSeSENTEO on a SECONOARY LEVEL. 

;rcS JSS^EN^riScLUol? LrPORT environs# LANO USE_CONTROLS# OEVELOPMENT# AIRCRAFT 



NOISE. RELEVANT TO INSTRUCTION IN: 
SOURCES HUO# FREE. 



17.'10# 17*0403. 



2i 



r'* /■.' 
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GROUND OPERATIONS 



17.0if03 



AIR CONTROLHAN 3 AND 2. 1970/ 337P> (BUREAU OF NAVAL PERSONNEL/ RATE TRAINING MANUAL) 

TEXTBOOK WHICH HAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! AIR CONTROLMAN/ FLIGHT PLANNING/ FLIGHT ASSISTANCE/ 

EQUIPMENT/ HEATHER/ AIR NAVIGATION/ COMMUNICATIONS/ RADAR* RELEVANT TO INSTRUCTION 
in: 17*0403* 

source: GPO/ 0S47>0048/ $2*00* 



AVIATION OCCUPATIONS/ OTHER! 17*0499 

INCLUDE HERE OTHER SUBJECT MATTER AND LEARNING EXPERIENCES EMPHASIZED IN AVIATION OCCUPATIONS 
WHICH ARE NOT CLASSIFIABLE OR LISTED ABOVE* (SPECIFY) 



NAVY SPACE AND ASTRONAUTICS ORIENTATION* 1967/ 226P* (DEPT* OF NAVY/ BUREAU OF NAVAL 
PERSONNEL ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! ATMOSPHERE/ SOLAR SYSTEM/ ASTRODYNAMI CS / ROCKET 
PROPULSION/ BIOASTRONAUTICS/ AUXILIARY SYSTEMS/ ATMOSPHERIC ENTRY/ LAUNCH 
TECHNIQUES/ DATA GATHERING/ SATELLITE/ MEASUREMENTS/ GLOSSARY* RELEVANT TO 
INSTRUCTION IN! 17*0499* 

SOURCE! GPO/ 0847-0039/ $1*50* 



AIRCREW SURVIVAL EQUIPMENTMAN 3 AND 2* 1970/ 379P * (DEPT OF NAVY/ BUREAU OF NAVAL 

PERSONNEL ) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! PARACHUTE/ SEWING MACHINES/ FASTENERS/ FLIGHT CLOTHING/ 
PROTECTIVE EQUIPMENT/ OXYGEN* RELEVANT TO INSTRUCTION IN! 17*0499* 

SOURCE! GPO/ 0847-0050/ $3*25* 



FORMING AND OPERATING A FLYING CLUB* 05/1969/ 60P * (DEPT* OF TRANSPORTATION/ FEDERAL 
AVIATION ADMINISTRATION) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT contents INCLUDE! FLYING CLUB/ TYPES/ EQUIPMENT/ OPERATION/ FILMS* RELEVANT 
TO INSTRUCTION IN! 17*0499* 

SOURCE! GPO/ 5007-0067/ $0*35* 









BLUEPRINT reading: 17«05 



11 



CLASSROOM ANO PRACTICAL Ar” T H^PRl SKE TCHINg' ANo'^DR A Wl NG 

interpreting blueprints, included for study are^t^ sections, ANO details for 

?o;!M5:?crTrTSRoSGSUrU^^ specifications: 

ANO TRANSLATING THEM INTO ACTUALITY. 



BLUEPRINT READING AND j^^CURRlCULUM DES1QN,°TRA1N1NG^MANUA^ ON A 

"^sJ?°oS5ArY^^EVEJ! ®iLl!us?RrTIONriRE'-!;ScLUOEO. SPECIAL ASPECTS INCLUDE- RELATED 

education: technical. BPAniWO. SKETCHING, PROJECTION, ELECTRICAL 

document contents Jncluoe: ®J;^EJ5j5p^oR.yji JJ s, piping prints, sheetmetal drawings, 

rTKRAt'oJJS^JGSriSJnWE^^^ DRAWINGS. RELEVANT TO INSTRUCTION IN: 17.05. 

source: QPO, OB47-D056, *1.25. 



PERSONNEL) 
PRESENTED ON 



?^i;jR;?sii^"°oS?Ro:r;u5;;r,?^5s?Rc"^”:R relevant to ,ks,r.ct.or 

17.05, 17.0201. 

source: QPO, 0847-0051, $2.00. 



in: 






f 



12 BUSINESS MACHINE MAINTENANCE: 17»06 

CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH MAINTAINING AND REPAIRING A VARIETY OP OPPICE 
MACHINES SUCH AS TYPEWRITERS/ DICTATION MACHINES/ AND CALCULATORS/ DATA PROCESSING EQUIPMENT 
USED FOR RECORDING AND PROCESSING DATA/ AND DUPLICATING AND MAILING MACHINES* INSTRUCTION 
INCLUDES DIAGNOSTIC TECHNIQUES/ UNDERSTANDING OP MECHANICAL PRINCIPLES SUCH AS THOSE INVOLVED 
IN GEARS/ CAMS/ LEVERS AND ECCENTRICS/ NOMENCLATURE/ USES ANO CARE OF SPECIAL HAND AND POWER 
TOOLS/ SOLOERING/ MECHANICAL DRAWING/ PRINCIPLES OF ELECTRICITY AND ELECTRONICS/ USES OP 
TESTING DEVICES/ AND BUSINESS PROCEDURES AND CUSTOMER RELATIONS. 




ERIC 



24 



COMMERCIAL ART OCCUPATIONS: 17.07 



13 



ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH INCL^^^^^ 

they related to the design and execution of layouts and preparation 

JJIJlay, and instructional """ TOUCH-UP, 

"a L.KE AKO halftone 

jEMOrcnolirAKD S?HER DISPLAY DEVICES AND EXHISITS. 



paintings and PROTECTIVE COATINGS. 
TEXTBOOK WHICH MAY BE USED AS 
ILLUSTRATIONS ARE INCLUDED 
DOCUMENT CONTENTS INCLUDE: 

requirements, programmed, 
EXTERIOR, FLOOR, SPECIAL, 
17.07, 17.1005, 16.05, 

source: qpo, 0820-0113, 



1969, 200P. (US ARMY, NAVY 
RESOURCE MATERIAL, PRESENTED 



AND AIR FORCE) 

ON A SECONDARY LEVEL. 



nATuTTUftc protective coatings, purpose, SPECIFICATIONS, 

sIJc?i^ o«sJ?IoNS deterioration, raterials. interior, 

“oN^ T^Fnc NARKING. RELEVANT TO INSTRUCTION INI 

09.0109, 04.09. 

$ 7 .25. 



INTERIOR decorating: 17.0701 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE AP^^ INTERIORS OR RESIDENTIAL AND 

?rMJ?ScifLi5;irTiRJs? rNS^;rSH;prASS^^A^JJp?Fr?0 achieve aesthete effects or as A MEDIA 

FOR CONVEYING IDEAS. 



INTERIOR DECORATING. 06/1970, 8P. ‘ ‘^^^'-!clnnlrp^MATER I AL , PRESENTED ON A SECONDARY LEVEL. 



source: sba, free. 



23 
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COMMERCIAL FISHERY OCCUPATIONS: 17»08 









ORQANIZEO SPECIALIZEO LEARNING EXPERIENCES WHICH INCLUOE THEORY/ LABORATORY/ AND SHOPWORK AS 
THEY RELATE TO SEAMANSHIP/ NAVIGATION/ ANO COMMUNICATIONS: UTILIZATION OF RIGGING ANO OTHER 

equipment: maintenance ano repair of boats: techniques for finoing fish: shipboaro 

PRESERVATION ANO REFRIGERATION: PROCESSING CATCHES AFLOAT ANO ON SHORE: ANO OPERATION ANO 
MAINTENANCE OF ALL FISHING GEAR ANO POWER PLANTS* 



MARINE CREWMAN'S HANOBOOK TM 55-501* 27/10/1967/ 238P* (OEPT* OF THE ARMY HEAOOUARTERS ) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* 

OOCUMENT CONTENTS INCLUOE: CREWMAN/ SMALL BOAT CONSTRUCTION/ SHIP CONSTRUCTION/ 

PILOTING/ EMERGENCY PROCEOURES/ WEATHER INOICATIONS/ COMMUNICATIONS/ RULES OF THE 
ROAO/ SEAMANSHIP/ MACHINERY/ TACKLE/ GLOSSARY* RELEVANT TO INSTRUCTION IN: 17*22/ 

17*08* 

source: GPO/ 0820-0122/ <2*00* 

A LIFT NET FOR CATCHING BAIT FISH ATTRACTEO TO LIGHT* 04/1971/ 3P * (FLOYO/ HILTON M*) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

Illustrations are incluoeo* 
t OOCUMENT contents INCLUDE : LIFT NET/ CATCHING/ BAIT FISH* RELEVANT TO INSTRUCTION 

( in: 17*22/ 17*08* 

I source: GPO* 

1 

\ ANALYSIS OF THE OPERATIONS OF SEVEN HAWAIIAN SKIPJACK TUNA FISHING VESSELS/ JUNE-AUGUST 

I 1967* .03/1971/ 25P* (UCHIOA/ RICHARD N*/ SUMIOA/ RAY F*) 

I PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

[ ILLUSTRATIONS ARE INCLUOEO* 

■ OOCUMENT CONTENTS INCLUDE: ANALYSIS/ OPERATIONS/ TUNA/ FISHING VESSELS* RELEVANT TO 

Instruction in: i7*08/ 17 * 22 * 

source: GPO/ $ 0 * 35 * 

effects of economic opportunity LOANS ON LOBSTER FISHERMEN IN MAINE/ 1965-67* 07/1968/ 

20P* (BOWRING/ JAMES R*/ STEWARD/ OONALO 0*/ BIRO/ RONALD) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

Statistics are included* 

DOCUMENT CONTENTS INCLUDE: ECONOMIC LOANS/ LOBSTER FISHERMEN/ MAINE/ CHARACTERISTICS/ 

BUSINESS/ IMPACT* RELEVANT TO INSTRUCTION IN: 17*08* 

source: GPO/ 0119-0057/ <0*20* 

OFFICIAL U*8* COAST GUARD RECREATIONAL BOATING GUIDE* 06/1966/ 93P* (U*S* COAST GUARD) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* 

OOCUMENT contents INCLUDE: RECREATION/ BOATING GUIDE/ EQUIPMENT/ NAVIGATION AIDS/ 

EMERGENCY PROCEDURES/ SAFETY* RELEVANT TO INSTRUCTION In: 01*0602/ 01*0705/ 

17*08/ 17*22* 

source: GPO/ 5012-0002/ <0*60* 

AMERICAN PRACTICAL NAVIGATOR - BOWOITCH H*0* PUB* NO* 9* 1966/ 1524P* (U*S* NAVY/ NAVAL 

OCEANOGRAPHIC OFFICE) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONOARY LEVEL* 

illustrations are incluoeo* 

OOCUMENT CONTENTS INCLUDE: NAVIGATOR/ FUNDAMENTALS/ PILOTING/ DEAD RECKONING/ 

ELECTRONIC/ CELESTIAL/ PRACTICE/ OCEANOGRAPHY/ WEATHER/ HYDROGRAPHY* RELEVANT TO 
INSTRUCTION In: 17*08/ 17*22/ 16*0604* 

source: GPO/ 0842-0021/ <7*00* 



NUCLEAR POWER AND MERCHANT SHIPPING* 1965/ 40P* (DONNELLY/ WARREN H* ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONOARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

OOCUMENT CONTENTS INCLUDE: NUCLEAR POWER/ MERCHANT SHIPPING/ FUEL/ ECONOMIC/ HEALTH/ 

SAFETY/ SERVICING/ TRAINING* RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20/ 17*08/ 

. 17*22* 

source: USAEC/ eouc* services section/ free* 




\ 




seamanship: 17«0801 



15 



i ORGANIZED LEARNING J^J^yJ^ATIONAL AIOS.^ANO OF^R AD 10^ AND^FUNOAMENTAL^ 

, maintenance of line and nets# of navigational aids# a weather forecasting: 



"*°‘°7«T5o5K°«S!cH‘nt?'BE°5sEO OeS ?RA?5!IS6 MaSuTpR^NTEO ON A 

,» .NSTRUCT.ON 

17.1501# 17.0801# 17.1503* 

source; gpo# 0847-0091# •E'OO* - 



in: 



SHIP ANO boat operation ANO MAINTENANCE: 



nRGANlZEO LEARNING EXPERIENCES CONCERNED WITH THE PLANNING AND 
Sa?J1tEn“ce“anO SARETY OF RASSENOER OR CARGO YESSECS. 



17.0802 

SUPERVISION OF OPERATION# 



"""?E;TBjo“iH‘lcr;AY'°Br;sEO JS^ipR IC u‘lUm°oEgX JRM°N;No''iANUAL RRESENTEO ON A 

POST-SECONDARY LEVEL* ^pfiNOAMCNTALL SHIP PROPULSION# STEAM CYCLE# 

DOCUMENT CONTENTS INCLUDE: J^QINEERINQ FUNDAMENT L^ VALVES# INTERNAL 

in; 17»32# 17»22# 17»0802» 
source: gpo# 0847-0071# $1»00» 

# incDT nF NAVYj bureau OF NAVAL PERSONNEL) 

”"""'?EX?ioor;Hi?H'S"AY';E llfo^N^URRICULUM DESIGN# TRAINING MANUAL PRESENTED ON A 

SECONDARY LEVEL* ILLUSTRATIONS {|J^^';°p°‘ucTION GEARS# PUMPS# PIPING# VALVES# 

DOCUMENT CONTENTS INCLUDE: .^.^J^i^TTriN.^REFRIGERATlON# AlR CONDITIONING# 

; In.ng f.cr cs,-. rclgvar, to 

StcnSp iS: tT.BB. 17.1007, 16.011055, 17.0802. 

source: gpo# 0847 - 0080 # $ 2 * 50 * 

"‘""EmoSi’-HlcrSA^'sE^sl; fN‘cURRrcSL;M°OES;GR: ?rA“lNO%!;SllIl: PRE«n?Io’oN A 

q ^ 

instruction in; 17 . 22 # 17 . 1007 # 16 . 011099 # i7.0802. 
source: gpo# 0847 - 0079 # tE.EG* 

locnT nc MAWV. BUREAU OF NAVAL PERSONNEL) 

'"'^TEF^rNcJ^^Sr^HIciTA; 5 e U^ED AS%ESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL 

OoJS^J^ESTr^NSf^SONi^^^ 

BATHYTHERMOGRAPH# COMMUNICATIONS# SAFETY# TEST EQUIPMENT# 

RELEVANT TO INSTRUCTION IN: 17*0802# 17*22. 

source: gpo# 08'+7-0093# •1*50. 



SHIP ANO BOAT OPERATION ANO MAINTENANCE 



17.0802 




V‘ 
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LIGHT LISTS AND OTHER MARINE AIOS/ VOL* III*/ PACIFIC COAST ANO PACIFIC ISLANDS* 1969/ 
307P* (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: SEACOAST/ BAYS/ RIVERS/ HARBORS/ ISLANDS* RELEVANT TO 

INSTRUCTION IN: 17*22/ 17*0802* 

source: qpo/ 5012-0008/ *4*25* 

AZIMUTHS OF THE SUN ANO OTHER CELESTIAL BODIES OF DECLINATION 0 TO 23/ H*0* PUB* NO* 260* 
1965/ 226P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
DOCUMENT contents INCLUDE: AZIMUTHS* RELEVANT TO INSTRUCTION IN: 17*22/ 17*0802* 

source: GPO/ 0842-0017/ *3*50* 

TABLES OF COMPUTED ALTITUDE AND AZIMUTH LATTITUOES 30 - 39/ INCLUSIVE* H*0* PUB* NO* 214/ 
VOL IV* 1969/ 263P* (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: TABLES/ COMPUTED ALTITUDE/ AZIMUTH LATTITUOES. RELEVANT 

TO INSTRUCTION IN: 17*22/ 17*0802* 

source: GPO/ 0842-0040/ *6*00* 

SIGHT REDUCTION TABLES FOR AIR NAVIGATION (SELECTED STARS) EPOCH 1970*0 H*0* PUB* NO* 249/ 
VOL* 1* 1967/ 324P* (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: SIGHT REDUCTION TABLES/ AIR NAVIGATION* RELEVANT TO 

INSTRUCTION In: 17*0802/ 17*22* 

source: GPO/ 0 203*22:249/V*l/967/ «3*75* 
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COMMERCIAL PHOTOGRAPHY OCCUPATIONS; 17.09 



17 



,-„.o «»TfT . Aun r iQfc9. 473P. (DEPT OF NAVYa BUREAU OF NAVAL PERSONNEL) 
’’”"“?e;;SoOk%Skh ;.nE'uSErtN'c:R«^ULiS'oES.ON, TRAINING MANUAL PRESENTEO ON A 

JhSJoORAPHY, reconnaissance. relevant to INSTRUCTION INI 17.09. 
source: QPOa 0S47-0089a *4.25. 

source: QPOa 0S47-0090a * 3.75. 



STARTING ANO MANAGING A l"'‘pRrsENrES “"“‘‘Pco£r?'le\el. 

STARTING, to 



GUIDEBOOK WHICH MAY 

document contents include; 

LOCATION/ EMPLOYEES/ BUYING/ PRICING/ 
INSTRUCTION In; 04.15/ 17.09. 
source: GPO/ 4500-0063/ *0.40. 



PHOTOGRAPHIC DEALERS AND * JliTpR j ^l^^PRESENTE^ ON ' A SECONDARY LEVEL ( 

S^^5SIS5VoS?^N?S';^cr;jEr r ^;o R «c Sealers, gigliographv, 

INFORMATION. RELEVANT TO INSTRUCTION IN) 04.15/ 17.09. 

source; sba/ free. 



n 
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CONSTRUCTION AND MAINTENANCE TRADES 



17.10 



CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE ERECTION/ INSTALLATION/ MAINTENANCE/ AND 
REPAIR OF BUILDINGS/ HIGHWAYS/ AIRPORTS/ MISSILE SITES/ EARTH/ AND OTHER STRUCTURES USING 
ASSORTED MATERIALS SUCH AS METAL/ HOOD/ STONE/ BRICK/ GLASS/ CONCRETE/ OR COMPOSITION 
SUBSTANCES. INSTRUCTION IS PROVIDED IN A VARIETY OF ACTIVITIES SUCH AS COST ESTIMATING: 
CUTTING/ FITTING/ FASTENING/ AND FINISHING VARIOUS MATERIALS: THE USES OF A VARIETY OF HAND 
AND POWER tools: AND BLUEPRINT READING AND FOLLOWING TECHNICAL SPECIFICATIONS. KNOWLEDGE 
CONCERNING THE PHYSICAL PROPERTIES OF MATERIALS ALSO IS EMPHASIZED. 



WORK INJURIES AND WORK INJURY RATES IN THE HEAVY CONSTRUCTION INDUSTRY. 06/1967/ 66P. 
(TARRANTS/ WILLIAM E. ) 

TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL. STATISTICS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— TEACHER 

education: specific. 

DOCUMENT CONTENTS INCLUDE: HEAVY CONSTRUCTION INDUSTRY/ WORK INJURIES/ INJURY RATES/ 

DEFINITIONS. RELEVANT TO INSTRUCTION IN: 17.10/ 07. 

source: bls. 

MINIMUM PROPERTY STANDARDS FOR MULTIFAMILY HOUSING. 02/1971/ 511P. (US DEPT. OF HUO/ FHA ) 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED- 

DOCUMENT CONTENTS INCLUDE: MINIMUM PROPERTY STANDARDS/ MULTIFAMILY HOUSING/ PLANNING/ 

MATERIALS/ CONSTRUCTION. RELEVANT TO INSTRUCTION In: 17.10/ 16*0103. 

source: GPO/ 2301-0003/ *4.25. 

TECHNICAL SERVICES/ VOL* A/ BUILDING MAINTENANCE AND SANITATION SERVICES* 1968/ 250P* (US 
DEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: TECHNICAL SERVICES/ BUILDING MAINTENANCE/ SANITATION/ 

ORIENTATION/ OPPORTUNITIES/ TOOLS/ EQUIPMENT/ MECHANICAL/ SAFETY/ CONCRETE/ SERVICE/ 
WOOD/ TILE/ PLASTIC/ CERAMIC/ TERRAZZO/ RUG/ WASTE* RELEVANT TO INSTRUCTION IN: 
17*10. 

source: BUREAU OF PRISONS/ FREE* 

MAINTENANCE MAN/ BUILDING: A SUGGESTED GUIDE FOR A TRAINING COURSE* 1969/ 25P* (HEW/ 

OFFICE OF EDUCATION/ BAVLP/ MDTP) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE; BUILDING MAINTENANCE/ COURSE UNITS/ MACHINE TOOLS/ 
EQUIPMENT. RELEVANT TO INSTRUCTION IN: 17*10. 

source: GPO/ 1780-0463/ *0*35* 

BUILDING WITH ADOBE AND STABILIZED-EARTH BLOCKS* 09/1968/ 8P* (USDA) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! BUILDING/ ADOBE/ EARTH BLOCKS* RELEVANT TO INSTRUCTION 
in: 17*10/ 01.0306. 

source: GPO/ 0100-0235/ *0.10. 

A HOUSE-FRAMING SYSTEM FOR LOW-COST CONSTRUCTION. 08/1966/ 18P* (NEWMAN/ JERRY 0*) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! HOUSE-FRAMING/ LOW-COST/ CONSTRUCTION.. FOUNDATION/ 
MATERIALS. RELEVANT TO INSTRUCTION IN! 17*10/ 01*0306* 
source: USDA/ M 1020/ FREE* GPO/ *0*20* 



COOPERATIVE FARM BUILDING PLAN EXCHANGE SERIES* 54P* 
CONSTRUCTION PLANS WHICH MAY BE USED AS RESOURCE 
LEVEL. ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! FARM BUILDING PLANS. 

01.0306* 
source: GPO* 



(USDA ) 
MATERIAL/ 

REL'EVANT 



PRESENTED ON A SECONDARY 
TO INSTRUCTION IN! 17*10/ 
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PRESENTEO ON . SECOMO.RY LEVEL. 

OOCUMENt‘‘cONTeStS lUcLUOEr SELECTEO ReHoINQsI' ' URbJn AFFAIRS* RELEVANT TO INSTRUCTION 
in; 17.10. 

source: huo/ free* 

“''”?LTro5S°!:5icH“~; r US»'rs‘-REOoS«^SS'TER»:, pSe°S^NTEO on . =ECONO.RY LEVEL. 
OOCUMENT CONTENTS INCLUOE: AIRPORT ENVIRONS. LANO USE CONTROLS. OEVELOPHENT. 

noise. relevant to instruction in; 17.10/ 17.0A03. 
source: huo/ free* 

construction safety STANDAROS. 1/06/1968/ 379P. (U.S. OEPT. OF THE INTERIOR/ BUR. OF 

"“";if5SfLr?Hl"!r£jlL?lo“'"sPEC»!”s?ECTS^ 

OoiojENr^NTENTS INCLUOEI CONSTRUCTION. SAFETY. RELEVANT TO INSTRUCTION INI 
17.10. 

source: BOR/ *2.40. 

OOCUMENT CONTENTS INCLUOE: STARTING/ MANAGING/ BUILOING BUSINESS. RELEVANT TO 

INSTRUCTION IN: 17.10/ 04*20. 

source: GPO/ A500-0069/ *0*50. 

MAINTENANCE ANO SAFETY: MECHANICAL ANO PHYSICAL HAZARDS SERIES SERIES* 1969/ 15P* (U.S. 

°"pIm?HLE?®2h1cH may be USEO as resource MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

DOcSJENrC^NTENTS INCLUDE: MAINTENANCE/ SAFETY* RELEVANT TO INSTRUCTION IN: 17*17/ 

17.10. 

source; GPO/ 2903-0019/ 60.20* 

planning for safety on the jobsite: construction INOUSTRY series. 1966/ 35P. (U.S. DEPT. 

JeIjVoOK which may be USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 

OoiuJiENrcJNTENTS INCLUOE: SAFETY/ JOBSITE/ CONSTRUCTION INDUSTRY. RELEVANT TO 

INSTRUCTION IN: 17*17/ 17*10. 

source: GPO/ 2903-0030/ *0*25* 

SAFE USE OF HANO ANO PORTABLE POWER TOOLS* 1969/ 18P* (OEPT* OF LABOR/ WAGE ANO LABOR 

00?5t;?;rc^ST^Il?”;icruSFr^»Fr.5U:''i:N0 tools. PORT.BLF POVCR TOOLS. INUURIFS. 

RELEVANT TO INSTRUCTION IN: 17.10* 

source: GPO/ 2903-0043/ *0*35* 

""^"iR?HLEr-H“S'-R.™E'uSE5‘;s REsSu’rCE ^iERl^^PRUEi^si OR . ^CONO.RV LEVEL. 
OOCUMENT CONTENTS INCLUOE: CONTROL/ EXPENOABLE TOOLS/ MAINTENANCE* RELEVANT TO 

INSTRUCTION In: 17*10. 

source: sba/ free* 

EPOXIES. RELEVANT TO INSTRUCTION IN: 17*17/ 17*10. 

source: SBA/ FREE* 
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20 CONSTRUCTION AND MAINTENANCE TRADES: 17*1 

CONTROLLING EROSION ON CONSTRUCTION SITES* 12/1970/ 32P* (USDA 
GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CONTROLLING/ EROSION/ CONSTRUCT 

relevant to instruction in; 01*0303/ 01*0603/ 17*10. 
source; GPO/ OlOO-llSS/ $0*25. 

HOUSING AND PLANNING REFERENCES - NEW SERIES NO* 34/ JANUARY/FEBRUARY 1971* 02/1971/ 112P* 

(HUD ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: HOUSING REFERENCES/ PLANNING REFERENCES/ URBAN AFFAIRS* 

RELEVANT TO INSTRUCTION IN: 17*10* 

source: GPO/ EACH/ $0*70. GPO/ YEAR SUBSCRIPTION/ $4*00* 



0 

/ SOIL CONSERVATION SERVICE) 
ON A SECONDARY LEVEL* 

ION SITES/ DAMAGE/ METHODS* 



60 BOOKS ON HOUSING AND URBAN PLANNING* 08/1966/ 19P* (HUD) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: HOUSING/ URBAN PLANNING* RELEVANT TO INSTRUCTION IN: 

17*10* 

source: GPO/ 2300-0113/ $0*20* 



STANDARD LAND USE CODING MANUAL* 12/1969/ lllP* 
HIGHWAY ADMIN*/ BUREAU OF PUBLIC ROADS) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 
illustrations are included* 

DOCUMENT CONTENTS INCLUDE: LAND USE/ CODING 

RELEVANT TO INSTRUCTION IN: 17*10* 

source: GPO/ 5002-0050/ $0*50* 



(US DEPT* OF TRANSPORTATION/ FEDERAL 
MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
MANUAL/ CATEGORIES/ CODE NUMBERS* 



MINIMUM PROPERTY STANDARDS FOR SWIMMING POOLS* 06/1970/ 14P* (HUD) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT contents INCLUDE: PROPERTY/ STANDARDS/ SWIMMING POOLS/ CODES/ REGULATIONS/ 

SITE/ DESIGN/ CONSTRUCTION/ EQUIPMENT/ WATER/ DRAINAGE* RELEVANT TO INSTRUCTION 
in: 17*10* 

source: GPO/ 2300-0163/ $0*20* 



A STUDY OF COMMUNITY FACILITIES AND PROGRAMS SERVING RESIDENTS OF LOW 
06/1967/ 30P* (HUD/ HOUSING ASSISTANCE ADMIN*) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
SPECIAL ASPECTS INCLUDE— DISADVANTAGED/HANDICAPPED EXTERNAL! 
ENVIRONMENTAL. 

DOCUMENT CONTENTS INCLUDE: COMMUNITY/ FACILITIES/ PROGRAMS/ LOW 

AGENCIES/ BUILDING. RELEVANT TO INSTRUCTION IN: 17*10* 

source: GPO/ 2300-0136/ $0*25* 



RENT PUBLIC HOUSING* 

ON A SECONDARY LEVEL* 
ECONOMIC/ 

RENT PUBLIC HOUSING/ 



MINIMUM PROPERTY STANDARDS FOR ONE AND TWO LIVING UNITS* 11/1966/ 315P* (HUD/ FHA ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: PROPERTY/ STANDARDS/ FHA/ JURISDICTIONS/ EQUIPMENT/ 

COMPLIANCE INSPECTIONS/ ACCEPTABILITY/ PLOT/ BUILDING/ PLANNING/ MATERIALS/ PRODUCTS* 
RELEVANT TO INSTRUCTION INI 17*10. 
source: GPO/ 2301-0015/ $2*50. 



rehabilitation guide for residential properties. 01/1968/ 58P* (HUD/ FHA) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: REHABILITATION/ RESIDENTIAL/ PROPERTIES/ CODES/ 

REGULATIONS/ SERVICE/ FACILITIES/ ACCESS/ REAL ESTATE/ SITE/ BUILDING/ FIRE/ 
CONSTRUCTION/ MATERIALS/ EQUIPMENT/ LIVING* RELEVANT TO INSTRUCTION INI 17*10* 
source: GPO/ 2300-0132/ *0*40* 

A GUIDE TO AIRBORNE/ IMPACT/ AND STRUCTURE BORNE NOISE - CONTROL IN MULTIFAMILY DWELLINGS* 
09/1967/ 250P* (HUD) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: AIRBORNE NOISE/ IMPACT NOISE/ STRUCTURE NOISE/ CONTROL/ 

DWELLINGS/ PRINCIPLES/ CLASSIFICATION/ TRANSMISSION/ CRITERIA/ DATA* RELEVANT TO 
INSTRUCTION IN: 17*10* 

source: GPO/ 2300-0142/ $2*50* 



CONSTRUCTION AND MAINTENANCE TRADES: 17«10 



21 



\ 



URBAN HOUSING NEEDS THROUGH THE 1980'S: AN ANALYSIS AND PROJECTION. 1968/ 92P. (THE 

^^”?F'^RENC°rB0°0^ WHKH AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 

DOCUMEN; crN'TJ5?”5NcJSDE!'‘^uK; HOUSING/ ANALYSIS/ PROJECTION. RELEVANT TO 
INSTRUCTION IN: 17.10. 

source: gpo/ 4000-0141/ »i.oo. 

housing conditions in urban ROVERTY areas. isos, BIP. (THE NATIONAL COMM. ON URBAN 

’'"“reper^nce book which may be used, as resource material, presented on a post-secdndary 
level, statistics are included, special aspects include 

DD?iSrNr2;J?IS^r?-;D^r ^H5;i;r = u^^;:?D$ERTY, characteristics, relevant to 

instruction in: 17 . 10 . 

source: GPO/ 4000-0154/ $ 0 . 35 . 

more THAN SHELTER - sbcUL NEEDS IN LON- AND MODERATE-INCOME HOUSING. ISOS, BISP. (THE 
""jE;?BoSnHi?H M^'Se^SsId"! 'resource MATERIAL, PRESENTED ON A POST-SECDNDARY LEVEL- 

:„EI^csis;i irctss^T- goals. 

RELEVANT TO INSTRUCTION IN: 17.10. 

source: GPO/ 4000-0153/ $ 1 . 75 . 

rc;j:r;iS7Tr;isrAjHi^E??i s?:?rfD:;^s£?js;^nEE, 

DOcj;EN?‘cDN"N?r:NCLUDE: CONTRACT COMPLIANCE, EQUAL EMPLOYMENT OPPORTUNITY, 

CONSTRUCTION INDUSTRY. RELEVANT TO INSTRUCTION IN. 17.10 

source: GPO/ 0500 - 0001 / $ 3 . 25 . 



carpentry: 17.1001 

:LASSR00M and shop experiences j°gIpUCTION^ARE°TH^ use^of*’hand and power 

REPAIR OF STRUCTURAL UNITS. EMPHASIZED ^HE PRINCIPLES 

[2;SE“"rNS'S;;F?;SG?'^5J^R?NT'^RE;S;^ applied mathematics/ and MATERIALS ESTIMATING. 



1600-1900. 1969/ SOP . (SMITHSONIAN INSTITUTION/ MUSEUM OF HISTORY AND 



WOODWORKING TOOLS/ 

TECHNOLOGY) 

REFERENCE BOOK WHICH MAY BE USED AS 
ILLUSTRATIONS ARE INCLUDED. SPEC 
DOCUMENT contents INCLUDE: HISTORY 

CONFIGURATION/ CHANGE. RELEVANT 
source: GPO/ 4701-0034/ *1.25. 



RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
lAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 

, WOODWORKING HAND TOOLS/ SPECIALIZATION/ 

TO INSTRUCTION IN: 17.1001/ 17.3699/ 01.0399. 



AEROSPACE TECHNOLOGY/ VOL. C 
JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURR 
DOCUMENT CONTENTS INCLUDE: AEROSPA 

FABRICATION/ HAND TOOLS/ POWER TD 
mechanical LINKAGE/ WOOD FINISHES 
materials testing, relevant to I 
source: bureau of prisons/ free. 



WOOD AND PLASTICS TECHNOLOGY. 1968/ 250P . (US DEPT. OF 



ICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 

CE TECHNOLOGY/ DESIGN/ DRAFTING/ LAYOUT/ 

DL OPERATION/ LAMINATING/ GLUES/ ADHESIVES/ 

, FORMING/ MOLDING/ CASTING/ CUTTING/ FINISHING/ 
NSTRUCTION IN: 17.27/ 17.1001. 
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22 carpentry: 17.1001 

HOUSING FOR SEASONAL FARM WORKERS: DESIGNS AND DESIGN SUGGESTIONS. AGRIC. INFO. BULLETIN 

NO. 296. 04/1965/ 6P. (BIGGS/ ARCHIE A.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

document contents include; housing/ SEASONAL FARM WORKERS/ DESIGN. RELEVANT TO 
INSTRUCTION in: 01.0302/ 17.1001* 

source: GPO/ 0100 « 0640 / to.io* 

KNOW THE SOIL YOU BUILD ON. AG* INFO* BULLETIN NO* 320* 06/1967/ 13P. (KLINGEBIEL/ A* A.» 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: SOIL/ CONSTRUCTION. RELEVANT TO INSTRUCTION IN: 

01.0303/ 01*0306/ 17*1001. 

source: GPO/ 0100-0655/ 60.15* 

PLANNING BATHROOMS FOR TODAYS HOMES* 01/1967/ 18P* (HOWARD/ MILDRED S*/ PARKER/ W. 

RUSSELL) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: PLANNING/ BATHROOMS/ LOCATION/ FIXTURES/ VENTILATION/ 

LIGHTING/ HEATING/ FINISHES* RELEVANT TO INSTRUCTION INI 09*0109/ 09*0204/ 
17*1001* 

source: GPO/ 0100-0876/ 60*15* 



electricity; 17.1002 

CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE LAYOUT/ ASSEMBLY/ INSTALLATION/ TESTING/ 
and maintenance OF ELECTRICAL FIXTURES/ APPARATUS/ AND WIRING USED IN ELECTRICAL SYSTEMS* 
INSTRUCTION IS PROVIDED IN THE READING/ INTERPRETATION/ ANO INDUSTRIAL WIRING BASED ON 
CONTROLLING ELECTRICAL CODES* 



ELECTRONICS TECHNOLOGY/ VOL* A - D*C* ELECTRICAL APPLICATIONS* 1968/ 250P* (US OEPT* OF 
JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE; ELECTRONICS/ TECHNOLOGY/ D*C* ELECTRICAL/ APPLICATIONS/ 
THEORY/ ATOMIC/ MATTER/ OHM'S LAW/ CIRCUIT/ SERIES/ PARALLEL/ ENERGY/ EFFECTS/ 
THERMAL. RELEVANT TO INSTRUCTION INI 17.0201/ 17*1002/ 17*14. 

source: bureau of prisons/ free* 

ELECTRONICS TECHNOLOGY/ VOL* B - A*C* ELECTRICAL APPLICATIONS* 1968/ 250P* (US DEPT* OF 
JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE; ELECTRONICS/ TECHNOLOGY/ A*C* ELECTRICAL/ APPLICATIONS/ 
INDUCTANCE/ CAPACITANCE/ APPLIANCES/ GENERATORS/ MOTORS/ CIRCUITS/ MATERIALS/ VECTOR* 
RELEVANT TO INSTRUCTION IN: 17*14/ 17*1002* 

source: bureau of prisons/ free* 

PLANNING YOUR HOME LIGHTING* 04/1968/ 22P * (USDA/ AGRICULTURAL RESEARCH SERVICE) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE; PLANNING/ HOME LIGHTING* RELEVANT TO INSTRUCTION INI 
17*1002/ 09*0204/ 09*0109* 
source: GPO/ 0100-0800/ 60*20* 
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SPECIALIZED CLASSROOM ANO Jp^l'^JJJnTENANCE^ ANO^OVERHAUL ’ OF^SUCH^EO^^ 

OF EARTHMOVINQ EQUIPMENT/ ANO * 2) THE GENERAL OF^TRACKS/ WHEELS AND BRAKES: OPERATING 

j;j::irrKo‘!?cS'N^s5cs“^N’:eEo.No a«.z.No. 



»IESEL SERVICINS! A SU0SE6TE0 Z-YEAR POST HIGH SCHOOL CURRICULUM. 1969. MSP. lU.S. OEPT 

?^:^;ERl0RS?Enu;S?s"00K"HljH°M"“E°^^ ‘ 

17sl2/ 01*0301/ 17*0302/ 17*100301* 

source: QPO/ 1780-046A/ Al'25* 



OCCUPATIONAL 
44P* ( U* S 



CODE 620*281 ) : 
, department df 



A SUGGESTED 
HEALTH/ 



IN 



CURRICULUM DESIGN/ PRESENTED ON A 



HEAVY CONSTRUCTION EQUIPMENT MECHANIC <D*0*T* 
GUIDE FOR A TRAINING COURSE OE-870A4* 1969/ 

EDUCATION/ ANO WELFARE/ OFFICE OF EOUC*) 

TEACHER-ORIENTEO GUIDEBOOK WHICH MAY BE USED 

source: QPO/ 1780-0552/ 6DS50* 



OPERATION/ HEAVY EQUIPMENT: 17*100302 

SPECIALIZED CLASSROOM ANO '’^J^^^Ii.rESuirMrNl'sScS A^CR;^L?R'^S^c^SRsf MO;OR'SR;orRS^ 
OPERATION OF A VARIETY OF wF^Ln HOE/ ANO CRANES* INSTRUCTION PROVIDES FOR 

E^ERIEScEr;N^rG2rNQ!^;?CHlSL'% GRADING/ BACK FILLING/ CLEARING/ ANO 

foundation excavating. 

POWER SYSTEM SAFETY HANDBOOK* 24/0<t/1969/ 117P* (U.S* OEPT* OF THE INTERIOR/ BUR* OF 

’’^"rePeSeSc^ book WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

OoJilMErT”S?ESTriNjLSoE?"‘'p^^^^^ SAFETY* RELEVANT TO INSTRUCTION IN: 

17* 10 0302* 

source: BOR/ •1*35* 

EARTH MANUAL. 1968, 783P. lOEPT. OF THE INTERIOR, BUR. OF RECLAMATION, A HATER RESOURCES 
'“SeJeSenC^ eiSriSuH MAY BE USEO AS RESOURCE MATERIAL, PRESENTED ON A POST-SECONOARY 

source: GPO/ 2A03-0035/ •3*75* BOR/ «3*75* 

“''"’7E5?BSori!:?CH‘M;!!‘'Bi'uSErts R^SuRCE^li^TERI^.^RliNlN^S^KSii PRESENTEO ON A 

^ri2?N^;“j::NKiNori^?;s;T5r‘?'Ri;s;Ns;^%s;j?rn?r;^i. 'rele 

INSTRUCTION IN: 17*100302* 
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24 masonry: 17>1004 

specialized classroom ANO shop experiences concerned with the CUTTING/ CHIPPING/ ANO FIXING 
IN POSITION OF CONCRETE BLOCKS/ BRICK/ ANO GLASS BLOCKS USING BONOING MATERIALS ANO 
HANDTOOLS. INCLUOEO IS TRAINING IN READING ARCHITECTURAL PLANS/ PLANNING/ ANO ESTIMATING. 



FIREPLACES ANO CHIMNEYS* 09/1970/ 23P* / (USOA/ FARMERS BULLETIN NO* 1889( 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* 

DOCUMENT CONTENTS INCLUDE: FIREPLACES/ CHIMNEYS/ CONSTRUCTION/ MAINTENANCE/ DESIGN* 

RELEVANT TO INSTRUCTION IN: 17*1004* 

source: gpO/ 0100-0018/ to* 20 * 

USE OF CONCRETE ON THE FARM* 01/1970/ 30P* (USOA/ FARMERS BULLETIN NO* 2203( 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* 

DOCUMENT CONTENTS INCLUDE: CONCRETE/ FARM/ MATERIALS/ REAOY-MIXEO/ JOB-MIXED/ REPAIR* 

RELEVANT TO INSTRUCTION IN: 01*0302/ 17*1004* 

source: GPO/ 0100-0064/ S0*20* 

CONCRETE MANUAL* 1966/ 642P* (U*S* DEPT* OF THE INTERIOR/ BUR* OF RECLAMATION/ A WATER 

RESOURCES TECHNICAL PUBLICATION/ SEVENTH EOITIONI 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUOEO* 

DOCUMENT CONTENTS INCLUDE: CONCRETE/ PROPERTIES/ FACTORS/ AGGREGATE MATERIALS/ 

NATURAL DEPOSITS/ POZZOLANIC/ FACILITIES/ MIXING/ QUALITY/ CONTROL/ TRANSPORTING/ 
REPAIR/ MAINTENANCE/ TYPES* RELEVANT TO INSTRUCTION INI 17*1004/ 16*010203/ 
16*0103/ 16*0106* 

source: GPO/ 2403-0023/ $4*75* BOR/ $3>25* 

BUILDER 3 ANO 2* 1965/ 451P* (BUREAU OF NAVAL PERSONNEL/ NAVY TRAINING COURSE! 

TEXTBOOK WHICH MAY BE USED ,AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: BUILDER/ CONCRETE/ WOODWORKING/ FRAMING/ PAINTS/ SAFETY/ 

FILM LIST* RELEVANT TO INSTRUCTION IN: 17*1004/ 17*1005/ 17*1010/ 17*1008* 

source: GPO/ 0847-0136/ $4*25* 



PAINTING ANO DECORATING: 17*1005 

SPECIALIZED CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE PREPARATION ANO FINISHING OF 
EXTERIOR ANO INTERIOR SURFACES BY THE APPLICATION OF PROTECTIVE OR DECORATIVE COATING 
MATERIALS SUCH AS LACQUER/ PAINT/ ANO WALLPAPER* INSTRUCTION INCLUDES EXPERIENCES IN 
SCRAPING/ BURNING/ OR SANDING SURFACES! MAKING/ MIXING/ ANO MATCHING PAINTS ANO COLORS! ANO 
APPLYING COATING WITH BRUSH/ ROLLER OR SPRAY GUN/ OR BY CUTTING/ PASTING/ ANO HANGING 
WALLPAPER* 



PAINTINGS ANO PROTECTIVE COATINGS* 1969/ 200P* (US ARMY/ NAVY ANO AIR FORCE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* 

DOCUMENT CONTENTS INCLUDE! PAINTINGS/ PROTECTIVE COATINGS/ PURPOSE/ SPECIFICATIONS/ 
REQUIREMENTS/ PROGRAMMED/ SAFETY/ OPERATIONS/ DETERIORATION/ MATERIALS/ INTERIOR/ 
EXTERIOR/ FLOOR/ SPECIAL/ SIGNS/ TRAFFIC MARKING* RELEVANT TO INSTRUCTION IN! 
17*07/ 17*1005/ 16*05/ 09*0109/ 04*09* 
source: GPO/ 0820-0113/ $7*25* 
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PAINTINQ and ball OECORATINO. ‘"jE^i-TERU^^ ON A SECONDARY LEVEL. 

s^^ssrN5^r^Nrs'5Kcj;jEr ^n;,;So:TArr^E .n^orm.,.on, s.sl.ooraphy. 

relevant to instruction in: OA.IO/ 17.1005. 

source: sba/ free. 

‘“"■■’?^?o5S2 S^.ciTA; :rCUo‘r«soSRCE‘^:T£^jL?"?lii^ * 

source: QPO/ 0S47-0136/ *A.25. 



PLUMBING AND PIPEFITTINQ: 17.1007 

specialized classroom ano shop experiences concerned !1nd^fittinqs^in'‘structures 

Si^5^rSF^p;prcu?nJS! ^BrNSJSG^lNJ^^HREiSJNG^ISSLS^iELOI^ SOLDERING AND BRAZING EOUIPMENT, 
AND^OTHER hand ano POWER TOOLS ANO EQUIPMENT. 



- AA,« c iQAfl t?ap. (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 
"*"‘?E5?B?or™i?H SSy « ;Ie?' ?SrRIcSLm OESION, TRAININO MANUAL PRESENTED ON A 

SECONDARY LEVEL. ILLUSTRATIONS GEARS. PUMPS. PIPING. VALVES. 

DOCUMENT CONTENTS INCLUDE: STEAM TURBINE /REOUC I CONDITIONING/ 

S5^^I^^5^rp"N^S * 0 ^ s°SErAiR“pi^;U?”^?rE riLM LIST. RELEVANT TO 

JilT^licnON in: 17.22/ 17.1007/ 16.011099/ 17.0802. 

source: GPO/ O 847 -OO 8 O/ *2.50. 

AAin V . QAB 9niPa (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 
"*"‘Ve?"oS1! ShIcHa^'sE CURRkSlUM OESION. TRAINING MANUAL PRESENTED ON A 

^i^?rs?;NXs;.^rHi?“;E?:i'Rr;RriSi;^o^^;^^t ? H i? 

instruction in: 17.22/ 17.1007/ 16.011099/ 17.0802. 

source: GPO/ 0847-0079/ *2.25. 

''-“"®JI5p"^'^HI^S“A^8E"^SE^AfREsSiR^^SiTlS^IL.‘?SE^^^ SEcSnSIr^ LEvk . 

Do5!iMENrj;"ENTf5N"5oE?”;LUMSING. HOKE. PARMSTEAO. RELEVANT TO INSTRUCTION IN: 
09.0109/ 01.0306/ 17.1007/ 09.0204. 

source: GPO/ 0100-1316/ *0.15. 

SIMPLE plumbing REPAIRS FOR THE HOME ANO FARMSTEAD. I0/IS70. lAP. lUSOA. FARMERS BULLETIN 

“"•p^SSiET -HICK MAT BE USED AS RESOURCE MATERIAL. PRESENTED ON A SECONOART LEVEL. 

illustrations are included. oco.Toe unMF. FAUCETS/ VALVES/ PIPES/ TANKS/ 

°°SRMSL'?S%i?RGE°NciES^?EL^^ TO INSTRUCTION IN: 01.0306/ 09.0204/ 

09.0109/ 17.1007. 
source: GPO/ 0100-1033/ *0.10. 



""°^?E5?SSrSi^rMArSrJlli A^^S;cr;AT^S??:.^S5UNTE0 ON 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: SINGLE 

instruction in: 17 . 1007 . 

source: huo/ free. 



A SECONDARY LEVEL. 



STACK/ DRAINAGE/ CONSTRUCTION. RELEVANT TO 



o 
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PLUMBING AND PIPEFITTINQ: 17*1007 



A STUDY OF METHODS OF PREVENTING FAILURE OF SEPTIC TANK PERCOLATION SYSTEMS* 03/1968^ 30P* 
(MCGAUHEYi P* H-j WINNEBERQER/ J* H* ) 

TEXTBOOK WHICH HAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDES* 

DOCUMENT CONTENTS INCLUDE: FAILURE/ SEPTIC TANK/ PERCOLATION SYSTEMS/ PRINCIPLES/ 

CRITERIA/ INFILTRATION/ CAPACITY/ CLOGGING/ ENGINEERING* RELEVANT TO INSTRUCTION 
in: 17*1007* 

source: GPO/ 2300-0U3/ iO*25* 



DRY-WALL installation: 17*1008 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE INSTALLATION OF WALLBOARD/ PLASTERBOARD/ OR 
OTHER INTERIOR SURFACES OF STRUCTURES* 



BUILDER 3 AND 2* 1965/ 451P* (BUREAU OF NAVAL PERSONNEL/ NAVY TRAINING COURSE) 

TEXTBOOK WHICH HAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: BUILDER/ CONCRETE/ WOODWORKING/ FRAMING/ PAINTS/ SAFETY/ 

FILM LIST* relevant TO INSTRUCTION IN: 17*1004/ 17*1005/ 17*1010/ 17*1008* 

source: GPO/ 0847-0136/ 64*25* 



roofing: 17*1010 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH COVERING ROOFS AND EXTERIOR WALLS OF STRUCTURES 
WITH WATERPROOFING OR INSULATING MATERIALS SUCH AS ASPHALT/ ALUMINUM/ SLATE/ WOOD/ AND 
RELATED COMPOSITION MATERIALS* 



BUILDER 3 AND 2* 1965/ 451P* (BUREAU DF NAVAL PERSONNEL/ NAVY TRAINING COURSE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: BUILDER/ CONCRETE/ WOODWORKING/ FRAMING/ PAINTS/ SAFETY/ 

FILM LIST* RELEVANT TO INSTRUCTION IN: 17*1004/ 17*1005/ 17*1010/ 17*1008* 

source: GPO/ 0847-0136/ 64*25* 



CONSTRUCTION AND MAINTENANCE TRADES/ OTHER: 17*1099 

INCLUDE HERE OTHER SUBJECT MATTER AND LEARNING EXPERIENCES EMPHASIZED IN CONSTRUCTION AND 
MAINTENANCE TRADES WHICH ARE NOT LISTED ABOVE* (SPECIFY*) 



o *^ 

oo 






o 









I 



't:- 

6; 



CONSTRUCTION AND MAINTENANCE TRADES# OTHER! 17.1099 



27 



VENDING MACHINE REPAIRMAN: A SUGGESTED GUIDE FOR A TRAINING COURSE. IS/ISSS, UP. lU.S. 

“"te;ch«“.;r?sS«D 2ui"««'SS1cH mat SE used in curriculum DESIGN, PRESENTED ON A 

DD?uS?!l?‘«NiEN?s’lNCLUDE: VENDING MACHINE REPAIRMAN, COURSE UNITS, TEACHING AIDS, 

5E!TMo5s” louIpiE5T, TOOLS. RELEVANT TO INSTRUCTION IN: 17.10S9. 

source: QPO# 1780»0A53# SO.SO* 

PROTECTING LOG CASING, RUSTIC NORM, AND UNSEASONED HOOD FROM INJURIOUS INSECTS IN THE 
“""SHL?rKl!“;*?’sE°5sEo”s «s;uRir;.?“l*L: pJeSENTEO on A SECONDARY LEVEL. 

4SS‘4sir,issr.s5a 

SOURCE! QPO# OlOO-lOlO# SO.IS* 



o 

ERIC 



39 









28 



CUSTODIAL SERVICES 



17.11 



CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH ALL PHASES OF THE CARE AND CLEANING OF 
BUILDINGS# FIXTURES# AND FURNISHINGS# INCLUDING ALL TYPES OF BUILDING INTERIORS SUCH AS 
LINOLEUM# PLASTIC# TERRAZZO# TILE AND WOOD FLOORS: RUGS: AND PLASTIC# WOOD PANEL# PAINT AND 
SYNTHETIC WALL COVERINGS. SKILLS ARE TAUGHT IN THE USE AND CARE OF HAND AND POWER TOOLS FOR 
SUCH OPERATIONS AS DUSTING# DUST MOPPING# WET MOPPING# SCRUBBING# WAXING# AND REFINISHING# 
AND THE CLEANING OF TOILET ROOMS# WINDOWS# AND NALLS. ADDITIONAL EMPHASIS IS ON (1) 
CHARACTERISTICS OF VARIOUS CLEANING AGENTS AND PROTECTIVE COATINGS-- AND PROCEDURES FOR 
APPLVInG them# (2) SANITATION AND DISINFECTANTS# (3) SCHEDULING WORK# AND (4) PURCHASING 
CUSTODIAL SUPPLIES. 



BUILDING custodian: A SUGGESTED GUIDE FOR A TRAINING COURSE. 1969# 25P . (HEW# OFFICE OF 

EDUCATION# BAVLP) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN# PRESENTED ON A 
SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE: BUILDING CUSTODIAN# COURSE UNITS# GLOSSARY# LESSON PLAN# 

EQUIPMENT# TOOLS# SUPPLIES. RELEVANT TO INSTRUCTION IN: 17.11. 

source: QPO# 1780-04S8# *0.35. 
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17.12 



OIESEL ENGINES 



CLASSROOM ANO SHOP EXPERIENCES Q^I^-p^Lg^^ELECTRICAL^GENERATORS/ CONSTRUCTION 

5seo to power buses, ships, trucks, railr^^^ oiaqnosis 

machinery, ANO SIMILAR EQUIPMENT, INSTR^ rECONO I T I ON I NQ ANO 

malfunction, disassembly of engines ANO SYSTEMS, OIL ANO WATER PUMPS, 

equipment also are STUOIEO. 



OF 



OF 

REPLACEMENT 
GENERATORS, 
TRANSMISSIONS. THE USES OF 
TESTING AND OIAGNOSTIC 



ASPECTS INCLUOE” 



“;1?22eSS25«7 level, illustrations are INCLUOEO. srllial 

co222j:fc2222S?^“^2c^:;j2o.NEMA. REER.OERAT.ON, 

CONOITIONINQ, TRAINING FILM LIST. RELEVANT 
17. 12, 16.0104. 

source; GPO, O 208.11;EN 3/2/968, $1.50. 



in: 



16.0110, 



AIR 
17.0302, 



1969, IIBP* (U.S. OEPT 



OIESEL servicing; a SUGGESTEO 2-YEAR POST HIGH SCHOOL CURRICULUM 

?|h:ERl0R;ES?J5°2utSEBS0K'^iS5^ CURRICULUM OESTQN, 

17.12, 01.0301, 17.0302, 17.100301. 

source; GPO, 1780*0464, *1.25. 



PRESENTEO ON A 



COURSE 

in: 



ARMY ) 

A SECONOARY LEVEL. 



RE2;a?r;A?^2t;L,'222;EN?^o'22 

OoJ2222r?STr?Nj!;5f "enBINES, » STSTEMS, OIESEL EUEL^STSTENS, 

522L^S?s2I2rio^2?2l‘j;i22inS2«2^Tl2'SJ5S2c?J2El, terminolobt. relevant 

INSTRUCTION IN; 17.03, 17.12. 

source: GPO, (NONE), *3.25. 



TO 



i 

! 
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drafting: 17« 13 



♦ . 1 ' r. '.■’.v- ' t in ■ ^ 



ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH EMPHASIZE THEORY/ USE OF THE DRAFTING ROOM 
AND LABORATORY AND SHOPWORK AS EACH RELATES TO GATHERING AND TRANSLATING OF DATA OR 
SPECIFICATIONS/ INCLUDING THE ASPECTS OF PLANNING/ PREPARING/ AND INTERPRETING MECHANICAL/ 
ARCHITECTURAL/ STRUCTURAL/ PNEUMATIC/ MARINE/ ELECTRICAL/ELECTRONIC/ TOPOGRAPHICAL/ AND OTHER 
DRAWINGS AND SKETCHES* INSTRUCTION IS DESIGNED TO PROVIDE EXPERIENCES IN DRAWING*. THE USE OF 
REPRODUCTION MATERIALS/ EQUIPMENT/ AND PROCESSES: THE PREPARATION OF REPORTS AND DATA SHEETS 
FOR WRITING SPECIFICATIONS: THE DEVELOPMENT OF PLAN AND PROCESS CHARTS AND DRAWINGS: AND THE 
DEVELOPMENT OF MODELS* INSTRUCTION EMPHASIZES THE DEVELOPMENT OF SKILLS AND KNOWLEDGE 
ESSENTIAL FOR EMPLOYMENT IN ANCILLARY CAPACITIES. 



I'-- 

7'ij 

V 

t -■ 







illustrator DRAFTSMAN 3 AND 2* 1967/ A15P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: ILLUSTRATOR DRAFTSMAN/ MATHEMATICS/ DRAFTING/ MACHINE 

DRAWINGS/ STRUCTURAL DRAWINGS/ MECHANICAL DRAWINGS/ ELECTRICAL DRAWINGS/ LETTERING/ 
BASIC FORMS/ HUMAN FIGURES/ PERSPECTIVE/ COLOR/ CARTOONING* RELEVANT TO INSTRUCTION 
in: 17*13* 

source: GPO/ 08A7-0063/ 62*50* 



DRAFTSMAN# ENTRY: A SUGGESTED GUIDE FOR A TRAINING COURSE* 1968/ 19P* (U*S* DEPT OF 

HEALTH/ EDUCATION/ AND WELFARE/ OFFICE OF EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE: DRAFTSMAN/ COURSE UNITS/ TEXTBOOKS/ FILMS/ MACHINERY/ 

TOOLS/ EQUIPMENT* RELEVANT TO INSTRUCTION IN: 17*13* 

source: GPO/ 1780-0457/ 60*30* 



GENERAL DRAFTING* 10/1962/ 267P* (US ARMY/ AIR FORCE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: DRAFTING/ ENGINEERING CHARTS/ GRAPHS/ GEOMETRICAL 

CONSTRUCTIONS* RELEVANT TO INSTRUCTION IN: 17*13* 

source: GPO/ 0820-0073/ 62*50* 



i' 

I 

f 

{ 

I 
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ORQANIZEO SUBJECT MATTER ANO ANO TRANSMITTING ELECTRICITY, INSTALLING ANO 

EACH RELATES TO PLANNING ANO^EQUIPMENT ANO COMPONENTS. INSTRUCTION 

maintaining electrical and communications SYST^ circuit OIAGRAMS ANO BLUEPRINT 

?S%^r^5aration por employment in the 

ELECTRICAL OCCUPATIONS. 



196P. (DEPT. OF NAVY, BUREAU OF NAVAL PERSONNEL) 
CURRICULUM OESIGN, PR^SENTEO ON A SECONDARY L^ 

SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION. TECHNILAU 



ELECTRICIAN*8 MATE 1 AND C. 1968, 
TEXTBOOK WHICH MAY BE USED IN 
illustrations are included. 

SOURCE J GPO/ 084 7-0066/ fl •50» 



VOLTAGE 



17«02t 



m 0 «C ' 



electrical APPLICATIONS. 1968, 250P. « US DEPT. OF 



ELECTRONICS TECHNOLOGY, VOL. A 

Jh.Jh ■" CURR.CUUUM OES... « 

OOCUMENT CONTENTS ^fscinr^ES, “p«.utsL, ENEROT, EEEECTS, 



The ory/ 

thermal." 'RELivANT TO INSTRUCTION INt 

source: bureau of prisons, free. 



17.0801, 17.1002, 17.14' 



A *C • 



electrical applications. 1968, 250P. (US OEPT. OF 



ELECTRONICS TECHNOLOGY, VOL. B 

M^'srisEO TN CURRICULUM OES.ON, RRESENTEO ON^._S^ 

°°5NSu".S?El"I^Jmli?l; JrLuS??s“^;,Ir*TORS, MOTORS, CIRCUITS, MATERIALS, VECTO 
RELEVANT TO INSTRUCTION IN: 17.14, 17.1002. 

source: bureau of prisons, free. 

A^sAone 1QAR 1RP. (DEPT. OF LABOR, BUR. OF LABOR STANDARDS) 
"“”?EA?BOol;“”JM‘MArBrsUEO As';esS3« ^TCRIAL, RRESENTEO ON A SECONOARY LEVEL. 

Ooib!ir«i?ESTr?NjSr°CON;?J[rE:ECTRICAL SHOCK HAZAROS- 
instruction in: 17.14, 17.15. 

source: GPO, 2903-00l3, *0.20. 



RELEVANT TO 



05/1968, 

MATERIAL, 



50P. (NASA) 
PRESENTED ON 



REQUIREMENTS FOR SOLDERED 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 

source: GPO, 3300-0284, 40.40. 



A SECONOARY LEVEL. 



equipment. 



motor repairman: 17.1403 

SKis:':;,ss=:; s ku's E:isr;s,='K.;is.:-;.:ssu.;is'i;K^ 

EQUIPMENT. 



ELECTRIC MOTOR MAINTENANCE f JJ rJ”°'pJesENTEO*ON A SECONOARY LEVEL. 

SSSSJ^^N? roi5?N?ri5ku?E? *lL"?S“"Mo7*o;"Mit!i;ESrNCE, SMALL PLANTS. RELEVANT TO 
INSTRUCTION INI 17.1403, 17.17. 

source: sba, free. 

-3« r 
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ELECTRONICS OCCUPATIONS 



17.15 



ORQANIZEO SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LABORATORY/ AND SHOPWORK AS 
EACH IS RELATED TO PLANNING/ PRODUCING/ TESTING/ ASSEMBLING/ INSTALLING/ AND MAINTAINING 
ELECTRONIC COMMUNICATIONS EQUIPMENT SUCH AS RADIO/ RADAR/ AND TELEVISION/ INDUSTRIAL 
ELECTRONIC EQUIPMENT/ INCLUDING DIGITAL COMPUTERS/ NEW ELECTRONIC SYSTEMS/ COMPONENTS/ AND 
EQUIPMENT/ AND CONTROL DEVICES. EMPHASIS IS ON SOLID-STATE DEVICES AND COMPONENTS/ ELECTRON 
TUBE CHARACTERISTICS/ LOW FREQUENCY AMPLIFIERS/ LC AND RC OSCILLATORS/ TRANSISTORS/ AND 
AMPLITUDE AND FREQUENCY MODULATION. INSTRUCTION IS DESIGNED TO DEVELOP KNOWLEDGE/ 
UNDERSTANDING/ AND SKILLS ESSENTIAL FOR EMPLOYMENT IN COMMUNICATIONS/ INDUSTRIAL ELECTRONICS/ 
RAOIO/TELEVISION/ AND OTHER ELECTRONICS OCCUPATIONS. 



ELECTRONICS TECHNICIAN 3 AND 2. 1968/ 5A0P. (DEPT. OF 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PR 
ILLUSTRATIONS ARE INCLUDED. (TRAINING MANUAL) 
DOCUMENT CONTENTS INCLUDE: TEST EQUIPMENT/ RADIO R 

MULTICOUPLERS/ TELETYPE/ FACSIMILE/ MULTIPLEXING/ 
RELEVANT TO INSTRUCTION INI 16.0108/ 17.15. 

source: gpO/ 0847 - 0068 / * 3 . 75 . 



NAVY/ 

ESENTE 

ECEIVE 

RADAR 



BUREAU OF NAVAL PERSONNEL) 

0 ON A POST-SECONDARY LEVEL 

RS/ RADIO TRANSMITTERS/ 

/ TRAINING/ FILM LIST. 



AEROSPACE TECHNOLOGY - VOL. 0/ ELECTRONICS IN AEROSPACE. 1968/ 250P. (US DEPT. OF 
JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE.' AEROSPACE TECHNOLOGY/ ELECTRONICS/ CONCEPTS/ SYMBOLS/ 
SCHEMATIC DIAGRAMS/ SOURCES/ OHM'S LAW/ POWER/ SERIES CIRCUIT ANALYSIS/ PARALLEL 
CIRCUITS/ COMBINATION CIRCUITS/ ANALYSIS/ INSTRUMENTATION/ ELECTROMAGNETIC/ 
solar-electrical ENERGY/ LIGHT/ THERMAL- ELECTRICAL/ CHEMICAL EFFECTS/ STORAGE 
EFFECTS/ COMMUNICATIONS/ ELECTRONICS/ COMPUTER TECHNOLOGY/ TEST EQUIPMENT. RELEVANT 
TO INSTRUCTION IN'. 17.15. 

' source: bureau of prisons/ free. 



electronics TECHNOLOGY/ VOL. C - BASIC ELECTRONICS AND COMMUNICATIONS. 1968/ 250P . (US 
DEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: ELECTRONICS TECHNOLOGY/ BASIC/ COMMUNICATIONS/ SOUND/ 

RADIO/ WAVES/ OSCILLOSCOPES/ CIRCUITS/ AUDIO/ SUPERHETERODYNE RECEIVERS. RELEVANT 
TO INSTRUCTION IN: 17.15. 

source: bureau of prisons/ free. 

electronics TECHNOLOGY/ VOL. E - SEMI-CONDUCTORS. 1968/ 250P. (US DEPT. OF JUSTICE/ 
BUREAU OF PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: ELECTRONICS/ TECHNOLOGY/ SEMI-CONDUCTORS/ TRANSISTOR/ 

CHARACTERISTICS/ EMITTER/ AMPLIFIER/ NON-LINEAR/ ZENER DIODES/ TUNNEL/ THYRISTORS/ 
MICROELECTRONICS/ THERMISTORS. RELEVANT TO INSTRUCTION In: 17.15. 

source: bureau of prisons/ free. 



ELECTRONIC TECHNOLOGY: A SUGGESTED 2-YEAR POST HIGH SCHOOL CURRICULUM. 09/1969/ 104P. 

(U.S. DEPT OF HEALTH/ EDUCATION/ AND WELFARE/ OFFICE OF EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE — 
RELATED EDUCATION: TECHNICAL. 

DOCUMENT CONTENTS INCLUDE: ELECTRONIC TECHNOLOGY/ POST HIGH SCHOOL/ CURRICULUM/ 

COURSE OUTLINES/ FACILITIES/ EQUIPMENT/ COSTS/ INSTRUCTIONAL MATERIALS. RELEVANT TO 

instruction in: I 6 . 0108 / 17 . 15 . 

source: GPO/ 1780-0398/ A1.25. 



ELECTRONIC ASSEMBLER! A SUGGESTED GUIDE FOR A TRAINING COURSE. 1969/ 13P. (U.S. DEPT OF 

HEALTH/ EDUCATION AND WELFARE/ OFFICE OF EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY SE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE: ELECTRONIC ASSEMBLER/ COURSE UNITS/ TEXTBOOKS/ FILMS/ 

MACHINES/ TOOLS/ EQUIPMENT. RELEVANT TO INSTRUCTION INI 17.15. 
source: GPO/ 1780-0452/ AO. 30. 



* m 
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FUNOAMENTALS OF ELECTRONICS VOLUME 8! TABLES ANO MASTER INOEX- 05/1965, 174P. 

OEPT. OF THE NAVY, uuJcH^MAY BE USEO AS RESOURCE MATERIAL, PRESENTED ON A 

®^^?SRJ'!^JvELf IllSs^R^T^^^^^^ JnJlSLo. SPECIAL ASPECTS INCLUDE-. RELATED 



EDUCATION! TECHNICAL. c.kinAMPMTiLS. ELECTRONICS, TABLES, MATHEMATICS, 

symbols, OLOSS.SY. SSLSYLNT TO 

instruction in: I 6.OIO8, 17.15. 

source: QPO/ 0847-0104/ tlt/o* 

.c nc r.ECTRONICS, VOL- 7! ELECTROMAGNETIC CIRCUITS ANO DEVICES. 05/1965, 81P. 
’'^'^StSrS^PT. OF THE NAVY, BUREAU OF NAVAL PERSONNEL)^ RESOURCE MATERIAL, PRESENTED ON A 
®^SEKRJ'^Jv?Lr'lLLSs?R;?r^^^^ INCLUDED. SPECIAL ASPECTS INCLUDE- RELATED 

EDUCATION! TECHNICAL. cniunAMFNTiL S. ELECTRONICS, ELECTROMAGNETIC CIRCUITS, 

““^^rc^^oSSnC 5s5icrs; M^rRS^sIitSSol^^S^RVO, .MRL.R.SRS. RSLSY.NT TO 
instruction IN! 16 .0108, 17. 15. 

SOURCE! QPO, 08A7-0103, $1.50. 

05/1965, 123P. !U.P. 



FUNOAMENT.LS OF ELECTRONICS VOL. SI AFPLIC.TIONS. 

^OEPT OF THE NAVY, BUREAU OF NAVAL PERSONNEL) RESOURCE MATERIAL, PRESENTED ON A 

”“sSo“.S{^^^5?Lri:L^SR5?rONrrR^ ;jjLS^Er°sJlcUL LSRECTS .NCLOOE- REL.TEO 
education: technical* r$LiTAi e n fttrONICSj microwave CIRCUlTi UHFi raoar# 

°“SS.5E^”Sl0NJ?SiSriuR:E;iEr;;?sSN/s“« .N0.C*T0RS. RSLEV.NT to 

instruction IN! 1 6 .0108, 1 7 . 15 . 

SOURCE! GPO, 08A7-0102, $1.50. 

APPLICATIONS. 05/1965, 133P. 



AS RESOURCE MATERIAL, PRESENTED ON 
SPECIAL ASPECTS INCLUDE-- RELATED 

OSCILLOSCOPE CIRCUIT, CATHODE 



““rni^Jo^R sSppl?^, swserc"Jlins^-;u?5sRs,-5ia-LL*TORS. RSLSVLNT to 

instruction IN! 1 6 .0108, 1 7 . 15 . 

SOURCE! GPO, 08A7-0101, $1.50. 

TF-e v/ni 4 * receiver circuit APPLICATIONS. 05/1965, 200P. «U.S. 

^“S?J?!~r?HrN^V^YrruS^5S'o'F h; ;L = USSO PS RSSOURCS MPTSR.PL, PRSSSNTSO ON . 

^’S-o;R}"»°L:""LS^s%;?;SNriS^ ?JJlSosS!“sJsC»L .SPSCTS .NCLUOS- RSL.TSO 

OoSr?SiT^Srs~15?tuOS: FUNO.MSNT.LS, FL^ 

s?:^Su!rT^oir'Ri:s^sir?r'.N‘srRiJ^roS^'.N? ...0.0 ., .t..s. 

SOURCE! GPO, 0847-0105, $2.25. 



04/1965, 138P. 



FUNOAMENTALS 
(U 



PRESENTED ON A 



OF ELECTRONICS, VOL. 3! TRANSMITTER CIRCUIT APPLICATIONS. 

S. OEPT. OF THE NAVY, BUREAU OF NAVAL JJJ^^J'^uSEO AS RESOURCE MATERIAL, 

^^S:rRj^rE5^L:^lLLSrTR;?rONr ;JkSoEr%?ECIAL aspects include- related 

EDUCATION! TECHNICAL. „.„,-p,T*ie n prTRQNICS, TRANSMITTER CIRCUIT, 

°°SsS";.“oRsriMpJ?FlfRl; MOoJSmoi^Ti.NSMISS.ON LINES, .NTENN., R.VE PROP.O.TION. 

SISiN? iIJstUction in: IS.OtOS, 17.1B. 

SOURCE! QPO, 0847-0100, $1.75. 



o. onucD supplies ANO AMPLIFIERS. 04/1965, 144P. (U.S. 

riiwnAMFNTALS OF ELECTRONICS, VOL. 2! POWER SUPPLIES ANU 

^ OEPT. OF THE NAVY, BUREAU O'" NAVAL J^J^S^MAy'bE USEO AS RESOURCE MATERIAL, PRESENTED ON A 
”S»RJ"e^SL;""!mRrT;jNrJRS ':ijL5os“o!"sPSCI.L .SPSCTS INCLUOS- RSL.TSO 

EDUCATION! TECHNICAL. ciiivinAMFNT AL S, ELECTRONICS, POWER SUPPLIES, AMPLIFIERS, 

°°RECnJlE2'^'Fa?ES'^"R^^^^^ OECIBLES, MICROPHONES, SPEAKERS. RELEVANT TO 

Instruction in: 16.0108, 17.15. 

SOURCE! GPO, 0847-0099, $1.50. 
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ELECTRONICS OCCUPATIONS: 17«15 



FUNDAMENTALS OF ELECTRONICS* VOL. U: BASIC ELECTRICITY* DIRECT CURRENT- 04/1965* 147P. 

(U.S. OEPT. OF the NAVY* BUREAU OF NAVAL PERSONNEL) nu * 

STUOENT-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS 1NCLU0E-- RELATED 

education: technical. . 

document contents incluoe: funoamentals* electronics* basic electricity* 

ELECTROSTATICS* MAGNETISM* DC* NETWORK ANALYSIS* RELEVANT TO INSTRUCTION IN: 

16.0108* 17*15. 

source: qpo* 0847 - 0097 * •i«50« 

A STUDY OF SMALL BUSINESS IN THE ELECTRONICS INOUSTRY. 1962* 229P. (SMALL BUSINESS ADMIN.) 
GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LFVEL* 
ILLUSTRATIONS ARE INCLUDED* 

document contents include: study* small business* electronics industry* market* 

characteristics* PROBLEMS. RELEVANT TO INSTRUCTION IN: 04.12* 17-15. 

source: qpo* 4500 - 0004 * 61.25. 

CONTROL OF ELECTRICAL SHOCK HAZARDS* 1968* 18P. (OEPT. OF LABOR* BUR. OF LABOR STANDARDS) 
TEXTBOOK WHICH MAY BE SUED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED' (SAFETY). 

DOCUMENT CONTENTS INCLUDE: CONTROL* ELECTRICAL SHOCK HAZARDS. RELEVANT TO 

INSTRUCTION IN: 17.14* 17.15. 

source: qpo* 2903-0013* •o«20. 

RADAR ELECTRONIC FUNDAMENTALS* NAVSHIPS 900*016. 1947* 474P. (NAVY* BUREAU OF SHIPS) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A POST-SECONOAR Y LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: RAOAR* ELECTRONIC FUNOAMENTALS* 

POWER-SUPPLY* AMPLIFIERS* OSCILLATOR CIRCUITS* CATHODE-RAY TUBE* 

WAVEQUIOES* CAVITY RESONATORS* ANTENNAS* RELEVANT TO 
16*0108. 

source; qpo* 0852-0022* $1.50* 



VACUUM TUBES* 

TRANSMISSION LINES* 
INSTRUCTION IN*. 17.15* 



SELECTED ELECTRONIC CIRCUITRY* 1966* 102P* 
TEXTBOOK WHICH MAY BE USED AS RESOURCE 

Illustrations are included* 

DOCUMENT contents INCLUDE; ELECTRONIC 
in: 16.0108* 17.15. 

source; QPO* 3300-0257* •0*70. 



( NASA) 
MATERIAL* 



PRESENTED ON A SECONDARY LEVEL* 



CIRCUITRY* CIRCUITS. RELEVANT TO INSTRUCTION 



(DEPT. OF THE 
ON A SECONDARY 



ARMY) 

LEVEL. 



TROUBLESHOOT INQ AND REPAIR OF RADIO EQUIPMENT. 04/1958* 177P« 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: TEST EQUIPMENT* VEHICULAR INSTALLATIONS* 

TRANSMITTERS* FM TRANSMITTERS* RECEIVER ALlNEMENT* REPAIRS. RELEVANT TO INSTRUCTION 

in: 17.15. 

source; qpo* *2 *75. 



RECEIVERS* AM 



communications; 17.1501 

SPECIALIZED CLASSROOM AND PRACTICAL EXPERIENCES CONCERNED WITH THE ASSEMBLY* INSTALLATION* 
OPERATION* MAINTENANCE* AND REPAIR OF COMMUNICATIONS EQUIPMENT AND SYSTEMS OF ALL TYPES* E.Q. 
INDUSTRIAL ANO ENTERTAINMENT SOUND SYSTEMS* DATA PROCESSINQ* TELEPHONE DIAL SYSTEMS* TWO-WAY 
RADIO* CENTRAL CIRCUITS* HEARiNQ AIDS* AND H IQH-FIOELI TY RECEIVINQ SETS* 




« r% 

«40w ; ; . 



communications; 17»1501 
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""‘"“JlTjoSrHSicH’S^'BrSsEO IS'cIrSuSwJ'ok";" ?R««!o S^SSrPRESENUD ON . 

P09T-SEC0ND»Pt LEVEL- COnnERCILL TRPFFIC. COIHIUNIMTION 

OOCUHENT CONTENTS INCLUDE; ^°””“2i^ntMn^QrMFHATIC OlAORAMsI VHE/UMF# COMMUNICATION 
CENTER, COMMUNICATION SYSTEMS, READING SCHEMATIC OlAORAMS, ^^^TION 1 n; 

EQUIPMENT, SINOLE-SIOEBANO, SUBMlNlATURE REPAIR. HtLtv»ni 
17*1501, 17.0801, 17. 1503- 
source; OPO, 0847*0091, •2-00- 

PRINCIPLES OF TELEORLPHV .lELETVPENRItER . • 1967. >9SP. (OEPI OF N.W. BURE60 OF N.V.L 

NHICH N»V BE USEO .S RESOURCE N.TERI.L, PRESENTEO OH . SECONO.RV LEVEL. 
illustrations are INCLUOEO- ..teeTnij POtwCtPLES, TELEGRAPH COOES, 

°°?E!!l?ip”RnE"ojEMT?oj, ^I!:"?JeJr'iIER SION.L. NESS.OE CENTERS, DEFINITION OF 
?er5H mSm.TioSs. relevant to instruction INI 17.1501. 
source; QPO, 0859*0002, •1-50- 

AVIATION electronics TECHNICIAN 1 AND C 1968, 482P- .DEPT OP NAVY, BUREAU OF NAVAL 
NHICH MAY BE USEO IN CURRICULUM OESIQN, TRAINING MANUAL PRESENTEO ON A 
POST-SECONDARY LEVEL. J{IJ°J!s*”tECMN1CAL°0RANI^ TEST EQUIPMENT, MAGNETIC 

instruction In; 17.1501. 

source; GPO, 0847*0055, *2-75. 

electronics TECHNOLOOV, VOL. D. SPECUL C0NNUNIC6TI0NS CIRCUITS. 1S6S. E50P. .US OEPT. OF 
JUSTICE, BUREAU OF PRISONS) -..ontriii iin nPQtGN. PRESENTED ON A SECONDARY LEVEL* 

s=rir£;S 

source; bureau of prisons, free. 

A SELF-INSTRUCTIONAL COURSE; EFFECTIVE RADIO USE ^DESIGNED FOR PERSONNEL OF THE FOREST 

'”«Sw*nSk‘?ex't iJici plfBE'uSEO »S PROORXNNEO INSTRUCTION, PRESENTEO ON . SECONO.RV 

oocS^In; contents include: R.OIO use, pre-test, S.FETT, POST-TEST. RELEV.NT TO 

"s?S;c5?w"nI U.0.01, 01.0601, 17.1501, 01.060B. 

source; OPO, 0100*0021, •2-00. 

FEDERAL COMMUNICATIONS COMMISSION RULES AND REGULAR OTHER 

BROADCAST SERVICES. kOOP. IFEDERAL COMMUNICATIONS COMM.) 

'”"‘?Ei7BS5r"??"S«'-BE"sEO « r?so1««'n*.?IrI.L, PRESENTEO ON . POST-SECONO.RV LEVEL. 

00^!iNENrj;i?ES;s";NL;"ol = ‘’'F« rSCes, FCC REOUL.TIONS, R.OIO BRO.OCST. RELEV.NT TO 
instruction in; 17.1501« 

SOURCE: QPO, * 

FCC STUDY GUIDE AND REFERENCE MATERIAL FOR COMMERCIAL RADIO OPERATOR EXAMINATIONS- 

15/05/1955, 266P. ‘ J°”Is^JfcOURCE MATERIAL, PRESENTED ON A SECONOARY LEVEL. 

SSJS5IS?%SSJrNTriN?^Dlf s?UDrGiirDL"j;MMERCIAL, RADIO OPERATOR EXAMINATIONS* 
RELEVANT TO INSTRUCTION INI 17*1501* 
source: QPO, 0400*0009, •l-OO* 

FEOER.L CONNUNIC.TIONS CONN. ST.TISTICS OF CONNUNIC.TIONS CONNON CRRIERS. TE.R ENDED DEC. 

’‘'.E?l«NCE’s?;x”iUN USEO .S RESOURCE N.TERI.L, PRESENTEO ON . SECONO.RV LEVEL. 

OOcJiEifJSNTE^s'JSc^SoE; ST.TISTICS, CONNUNIC.TIONS, CONNON CRRIERS. RELEV.NT TO 
instruction in; 17.1501* 

source: GPO, 0400*0235, »0-60. 





i- 
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CD^nUNlCATlONS: 17»1501 



FEDERAL COnnUNlCATlDNS COnnlSSlON# STATISTICS OF COnnUNlCATI DNS COHnON CARRIERS VEaR ENDED 
DECEnBER 31/ 1965> 1967/ 20lP> (FEDERAL CONfiUNlCAT IC nS COnNlSSlONi 

REFERENCE BDOK NHICH NAT BE USED AS RESOURCE NATERlAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDES STATISTICS/ COMMUNl C A T 1 DNS# COMMON CARRIERS* RELEVANT TO 
INSTRUCTION INS 17*1S01* 
source: OPO/ OAOO*023A/ «0*bD* 

REPORT DF THE ADVISORY COMMITTEE FOR THE LAND MOBILE RADIO SERVICES/ VOLUME 2/ PART 1* 

1967/ 392P* IFCC) 

TEXTBOOK MHlCH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: REPORT# ADVISORY COMMITTEE# LANO MOBILE RADIC SERVICES* 

RELEVANT TO INSTRUCTION INS 17*1501* 

SOURCES GPO# OAOO-0006/ «2*25* 

REPORT OF THE ADVISORY COMMITTEE FOR THE LANO MOBILE RADIO SERVICES/ VOLUME 2/ PART 2* 

1967/ 500P* (Fees 

TEXTBOOK MHlCH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDES REPORT# ADVISORY COMMITTEE# LANO MOBl .E RADIO SERVICES* 
RELEVANT TO INSTRUCTION iNS 17*1501* 

SOURCES OPO/ OaOO-OOOS/ «2*25* 

BROaDCaSTINQ stations of the MORLD# part 1/ amplitude nODULATlON BROADCASTING STATIONS 
ACCORDING TO COUNTRY AND CITY* 1/01/1971/ 2A5P* (FOREIGN BROADCAST INFORMATION SERVICES 
REFERENCE BOOK MHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDES BROADCASTING STATIONS/ nORLO# AMPLITUDE MODULATION/ 
COUNTRY/ CITY* RELEVANT TO INSTRUCTION iNS 17*1501* 

SOURCES GPO/ A105-0002/ «2*00* 

BROADCASTING STATIONS OF THE MORLD# PART 11/ AMPLITUDE MODULATION BROADCASTING STATIONS 
ACCORDING TO FREQUENCY* 1/01/1971# 2«>5P* (FOREIGN BROADCAST INFORMATION SERVICEI 

REFERENCE BOOK MHtCH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT contents INCLUDES BROADCASTINQ STATIONS# mORLO# AMPLITUDE MODULATION/ 
FREQUENCY* RELEVANT TO INSTRUCTION iNS 17*1501* 

SOURCES GPO# A105-0001/ «2*00* 

BROADCASTINQ STATIONS OF THE MORLD# PART 111/ FREQUENCY MODULATION BROADCASTING STATIONS* 
1/01/1971/ 203P* (FOREIGN BROADCAST INFORMATION SERVICEI 

REFERENCE BOOK MHlCH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

document contents Includes broaocastinq stations# world# frequency modulation* 

RELEVANT TO INSTRUCTION INS 17*1501* 

SOURCES GPO# *105*0003/ «1*75* 

BROADCASTINQ STATIONS OF THE MORLD# PART IV/ TELEVISION STATIONS* 1/01/1971# 380P* 

(FOREIGN broadcast INFORMATION SERVICEI 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDES BROADCASTING STATIONS# TELEVISION* RELEVANT TO 
INSTRUCTION Ins 17*1501* 

SOURCES GPO# A105-000A/ «2*75* 

COMMUNICATIONS-ELECTRONICS TERMINOLOGY* 20/03/1970/ 320P* (USAFI 

REFERENCE BOCK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT contents INCLUDES COMMUNICATIONS/ ELECTRONICS TERMINOLOGY/ GLOSSARY* 

RELEVANT TO INSTRUCTION INS 17*1501* 

SOURCES GPO# 0870*0005/ «2*50* 



industrial electronics: 17.1502 
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SPECIALIZEO CLASSROOM# LABORATORY# AND jJ^n^gcIvICINQ^TESTINQ^EOUlPMENT# AND 

ELEMENTS OF VACUUM TUBES [Jo eJpERIEN^ PHOTOELECTRIC CONTROLS# 

TROUBLESHOOTING CIRCUITS: THE STUDY OF AND EXPERIt epm-jpg. *^0 THE STUDY OF THE 

IlHERS. SELECTOR SRIICHES, RECOROERS.^RNO^TR^ INDUSTRY «N0 RE8E.RCM 

5 iS 5 s'’“;rioiNo e.s.c rr.rc.rles .no servk.no 

MWEoSJeS. RIEIO trips .RE T.KEN FREOUENTIV. 



SHIRBO.RO ELECTRONIC EOUIPMEhT. 196B» 1’?j' iJ|'’J,?E„iluy'pRESENTEO^ON***P0ST-SECONO.RT 

?JJ5sKl5KNr.?l H5l?u;lo:"^“Rrc?.r‘II?«is include., rel.uo eou»tion: 

in: 16.0107# 17.1502* 

source: QPO# 08A7-0096# *1.00. 

household .PPLI.NCES .NO R.OIO.TV . SELLINO .NO SERVICINO. 0„I«.. MR. 

“'"tJ«RE«E BOO. -HICH H.V BE “SEO.S RESOURCE H.TERUL.RRES^ 

0..I0, IT.OE. IT.ISOE. 

source: sba# free. 



RAOIO/TELEVISION: 17.1503 



SPECIALIZED theory AND PRACTICE WHICH Jep][rES^STUOEN^ TO DIAGNOSE TROUBLES 

ri:HrR??;isi ro'TS^r^?J?VRrN;rPR 5 s:j?r“su*ci;=;s':K;.^?oELiTv sound eouipnen,, 
phonographs# and tape recorders* 



"““’7?;TjorN5:cH‘^trsrs^Eo is^ciRricjrui'ors^^::: ?r.^;i;^o ^iss^ri^aE-nEo on . 

^POST-SECONDARY LEVEL. JJ!, JnNINQ? COMMERC I AL TRAFFIC# COMMUNICATION 

OOCUrENT CONTENTS INCLUDE: BchEHATIC OIAORAHS, VHF/UHF# COMMUNICATION 

CENTER# COMMUNICATION SYSTEMS# READING SCHEMATIC ^g INSTRUCTION In: 

EQUIPMENT# SINGLE-SIOEBAND# SUBMINIATURE REPAIR* 

17*1501# 17»0801# 17*1503. 

source: GPO# 08A7-0091# *2.00. 

eLCCTRONICS kchnoloov, VOL. R . tclsvision. issb. ssop. ,us orpt. op uustics, surcu op 
’""gSiOEBOOR -HICH N.T be USM >" '"™J5“^“"TelHiSoI!MT”lEl!EMSlSNt cotSwkItICNS^' 

5 ^"Si;!;/siM«;?sr;s^vcci{oi 4 /rot 5 R: relev.nt to instruction in. 

17.1503. ^ 

source: bureau of prisons# free* 



o 

ERIC 
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FABRIC riAlNTENANCE SERVICES 



17*16 



CLASSROOn AND LARORAfORY EXPERIENCES CONCERNED WITH ALL PHASES OF HAINTENANCE SERVICE ON ALL 
TYPES OF fabrics* INSTRUCTION EMPHASIZES IDENTIFYING* HARKING AND ENTERING* SORTING* 
ASSEMBLING* wrapping* AND BAQOING CLOTHING AND OTHER FABRICS* A WlOE RANGE OF INFORMATION 
dealing with DRYCLEANING AND SPOTTING AGENTS* DETERGENTS* BLEACHES AND OyES* EFFECTS OF HEaT 
ON VARIOUS FABRICS* SKILLS INVOLVED IN THE USE OF HANOTOOLS AND POWER EQUIPMENT SUCH AS POWER 
PRESSES FOR FLAT WORK* ROLLER PRESSES* WASHERS* EXTRACTORS* ANO DRYERS* AND ALTERATION AND 

REPAIR OF Fabrics* 



SHIP SERVICEMEN'S HANDBOOK* 1967* 298P* tOEPT OF NAVY* BUREAU OF NAVAL PERSONNELI 
TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN* TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: LAUNDRY* TAILOR* BARBER* COBBLER* RELEVANT TO INSTRUCTION 

In: 0A*15* 17*2601* 17*3602* 17*16* 17*3302* 09*0103* 09*0202* 

SOURCE: GPO* 0867*0092* •1*75* 

LAUNDRY ANO ORYCLEANING • COIN*OPERATEO ANO NONAUTOMATIC* 06/1970* 8P* {WILLETT* R* P** 
GRABNER* J* R*) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: LAUNDRY* ORYCLEANINO* COI N*OPERaTEO* NONAUTOMAT IC* 

bibliography* relevant to INSTRUCTION IN: 17*16* 06*1S* 

SOURCE: sba* free* 



DRYCLEANINO: 17*1601 

CLASSROOM ANO PRACTICAL EXPERIENCES CONCERNED WITH THEORY AND KNOWLEDGE IN DRYCLEANINO PLANT 
management ANO PROCESSES* INSTRUCTION INCLUDES RECEIVING GARMENTS* INSPECTING* DRY AND WET 
cleaning* identifying spots ANO SPOTTING* PRESSING* DYEING* SORTING ANO WRAPPING WEARING 
APPAREL* HOUSEHOLD FURNISHINGS* AND OTHER ART.’CLES OF TEXTILE CONSTRUCTION OR LEATHER* ALSO 
EMPHASIZED are EXPERIENCES CONCERNED WITH VARIOUS CLEANING AGENTS* KINDS OF FABRICS* 

alteration and repair of articles* and uses of hand and power tools and equipment* 



STARTING ANO MANAGING A SMALL ORYCLEANING BUSINESS* 1966* SOP* (GRAOY* NOELI 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT contents INCLUDE: STARTING* MANAGING* DRYCLEANING BUSINESS* RELEVANT TO 

Instruction in: 06*is* 17*i6oi* 

source: GPO* 6S00»0058* AO^as* 
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F0RE«NSHIP, supervision .no H.N.OEHENT OEVELOPRENII 17.17 
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practices. 



post-secondary level. 



source: GP0» 0l06-000l» *1.25. 



1963. 58P. C-AUCETT. «!» 



iFMENT AUDIT FOR SMALL »^*NUFACTURERS. 136J* 'pgsE^TEO ON A SECONOARY LEVEL. 

gSiOEbSok NHICH H.T BE USED .S H.NUF.CTU .CCOUNIINO, 

OA.. 1A.08. 17.17. 

source: OPO. ASOO-0035. »0.35. 






1969. 38P. IBRUCE. ”*"TIN M.l 



source: OPO. AS00-0036. »0.30. 



haNAQINQ for profits. 1968. 170P. AN. HARVEY ^ SECONDARY LEVEL. 

GUIOEBOOK WHICH MAY BE USEO *® MARKETING. MERCHANOISING. 

““^SSoJjTro^nN.^E^IvSTENrJ^SRO RELEV.NT TO INSTRUCTION IN. 



PROOUCTION. FINANCE 
0 •^., 1A.08. 17.17. 
source: OPO. A500-0005. »0.65. 

N.M.OENENT.IOS FOR SN.LL business, 



1958. 18AP. (SMALL BUSIN”® *°”*I^*’ 



iEMEnT AIOS for small business, annual no. 1. 1958. ^ SECONOARY LEVEL. 

GUIDEBOOK WHICH MAY BE USED *® MOS^^SMALL BUSINESS. GOVERNMENT. INTERNAL 

iS'^SsTruc^ioN in. o... ...os, .7..7. 



management, 

source: OPO. A500-0007. *1.25. 



SOUHC^. urw, , ANTHONY. EOWARO L.) 

““SrNM7»?ErN^r«:P."TL"rNT to instruction INI 0.„ ...OS, 17.17 
source: GPO. A500-0011. *1 0 , SHALL BUSINESS ADMIN. I 

management aios for small Business, annual n * presenteo on a seconoary level. 

LiOEBOOK which may be used ” *I0s! BUSINESS. GOVERNMENT. JN-RN^*- 

"°HSME°Nrrx?E5NAt“Sli:P. TO INSTRUCTION INJ OA.. 1A.08. 17.1 



ianagement 
source: OPO. 



A500-0012. »0.60. 



B, igKS. 78P. (SMALL BUSINESS AOMIN* I 

management aids for small «*nufacturers. annual no. . J ON A SECONOARY I-EVEL* 

GUIOEBOOK WHICH MAY BE USED *® aISH sS^LL MANUFACTURERS. GOVERNMENT. I NT 

^°SrNrGjM^r?J?EJJirSl:P."ri:rN? ?5 ^?nSTRUCTI0N in: OA.. 1A.08. 17.17. 



ERNAL 



management 
source: OPO. 



A500-0013. »0.A5. 



_ K ftlP* (SHALL oUSIl 

management Aios FOR SMALL MANUFACTURERS. J PRESENTED ON A SECONOARY 

”*'^*°gSiS b5oK WHICH MAY BE USEO *® «/3!S^S?^^^;^s^A:L AN^^^ INTERNAL 

document CONTENTS INCLUOE*. MANAGEMENT AIDS. ^ 



rcE^c!;;^; to-irs-truct.ch in: 

source: GPO. A500-001A. »0.A5. 



(SMALL BUSINESS AOMIN* I 
LEVEL* 
management. 

17.17. 




5i 
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F0REHANSHIP« SUPERVISION ANO HANAOEMENT OEVELOPMENT: 17*17 



MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO* 6* 1960* 73P* (SMALL BUSINESS AOMIN.I 

QUIOEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LFVEL* 
OOCUMENT CONTENTS INCLUDE: MANAGEMENT AlOS* SMALL MANUFACTURERS* QOVERNMENT* INTERNAL 

management* external help* relevant to instruction in: 04.* 14.08* 17.17. 

source: qpo* 4500 * 0015 * to.40. 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO. 7* 1961* 66P* (SMALL BUSINESS AOMIN* I 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE: MANAGEMENT AlOS* SMALL MANUFACTURERS* GOVERNMENT* INTERNAL 

management. relevant to INSTRUCTION IN: 04** 14.08* 17*17. 

source: opo* 4soo*ooi 6* to.ao* 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO* 8* 1962* 86P. (SMALL BUSINESS ADMIN* I 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE: MANAOEME'.T AIDS* SMALL MANUFACTURERS* GOVERNMENT* INTERNAL 

management* external HELP* RELEVANT TO INSTRUCTION In: 04** 14*08* 17*17* 

source: opo* 4500 - 0017 * • 0 * 45 * 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO* 9* 1963* 82P* (SMALL BUSINESS AOMIN* I 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE: MANAGEMENT AlOS* SMALL MANUFACTURERS* INTERNAL MANAGEMENT* 

external help* relevant to INSTRUCTION INI 04** 1A*08* 17*17* 

source: opo* 4500 - 0018 * to * 35 * 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO* 10* 1964* 82P* (SMALL BUSINESS AOMIN*) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE! MANAGEMENT AlOS* SMALL MANUFACTURERS* EXTERNAL HELP* 
internal management* relevant to instruction in: 04** 14*08* 17*17* 

source: qpo* 4500 - 0008 * to.ss* 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS ANNUAL NO* 11* 1965* 103P* (SMALL BUSINESS AOMIN* I 

GUIDEBOOK WHICH MAT BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE: MANAGEMENT AlOS* SMALL MANUFACTURERS* INTERNAL MANAGEMENT* 

external help* relevant to instruction In: 04** 14*08* 17*17* 

source: qpo* 4500 - 0106 * to.so* 

management aids for small manufacturers* annual no* 12* 1966* 85P* (SMALL BUSINESS AOMIN*) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE! MANAGEMENT AlOS* SMALL MANUFACTURERS* INVENTORY CONTROL* 
COMMUNICATION* SALES DECISIONS* FIDELITY LOSSES* PROFIT SHARING* RELEVANT TO 
INSTRUCTION IN! 04** 14*08* 17*17* 

source: qpo* 4500 - 0009 * • 0 * 45 * 

MANAGEMENT AIDS FOR SMALL MANUFACTURERS* ANNUAL NO* 13* 1967* lOOP* (SMALL BUSINESS 

AOMIN* ) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE! MANAGEMENT AIDS* SMALL MANUFACTURERS* COLLECTING* 

DESIGNING* borrowing* JOB DESCRIPTIONS* ADVERTISING* FINANCIAL AUDITS* RELEVANT TO 
INSTRUCTION IN! 04** 14*08* 17*17* 

source: qpo* 4500 - 0010 * to.so* 

SUGGESTED MANAGEMENT GUIDES* 1962* 308P* (SANOSTON* H* EARL) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
OOCUMENT CONTENTS INCLUDE! MANAGEMENT GUIDES* RECORDKEEPING* CREDIT* COLLECTIONS* 
finance* INSURANCE* TAXATION* PERSONNEL* SELLING* ADVERTISING* SALES PROMOTION* 

STORE DESIGN* RELEVANT TO INSTRUCTION In: 04** 14*08* 17*17. 

source: qpo* 4500 - 0075 * tl.75* 

PERSONNEL MANAGEMENT - DEVELOPING GOOD EMPLOYEES* 1965* 87P* (SBAl 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN* PRESENTED ON A 

secondary level* illustrations are included* 

OOCUMENT CONTENTS INCLUDE! PERSONNEL MANAGEMENT* RELEVANT TO INSTRUCTION IN! 

14*08* 17*17* 14*06* 

source: qpo* 4500 - 0094 * ti.ss* 





FOREIUNSMIP. SUPERVISION »NO M»H*OEMENT OEVELOPBEHT! 17.1? “ 

'“"""?E«I»"o“?N?ES'SS«EBi«‘iH?jH’M.i“ruSEO IN CURRICULUM OESION, PRESENTEO ON * 

oo?S5?:?"on"e"s-incluoe: COMMUNIC.TION, control. RELEV.NT to instruction in: 

1*r08« 17>17r 

source: QPO# »500-0097> •1*50r 

®*"""?iES-;S?EN?Ero"?ES“oK";“SN"M» sf 5nr5!:'cuJR5?JLJS'’;Eslo;;’pRESENTEO ON . 

OOruS?r?jN"rN?s‘lNCLUOE: S.EEOU.ROINO, SUSINE8 SUCCESSION. RELEV.NT 

TO INSTRUCTION iNt 14*08# 17*17* 
source: OPO# 4500»OOB1# *1*50* 

"“"‘%E«;?R-Om5?JDSSVoEMOrNHu“i.”BE UsIo‘1n CURRICULUM OESION, PRESENTEO ON * 

OOc55EJ?‘«NT[!:?s’lN5tb«r*:;°M:N r.^«si“s“:L SUSINESS. RELEVRNT to instruction 
in: 04*# 04*04# 17*17* 

source: opo# 4500 * 0079 # *i*5o* 

MAINTENANCE ANO SAFETY: MECHANICAL ANO PHYSICAL HAZ.ROS SERIES SERIES. 1S6S, ISP. .U.S. 
°'%;m?hLE?“2SIch may be USEO as resource material, PRESENTEO ON A SECONOARY LEVEL. 

DOwHE^rMNYENTS INCLUOE: MAINTENANCE, SAFETY. RELEVANT TO INSTRUCTION IN: 17.17, 

17 * 10 * „ 

source: opo# 2903 - 0019 # * 0 * 20 * 

CONTROL OF TME PHYSICAL ENVIRONMENT: ENVIRONMENTAL .NO CHEMICAL HA2AR08 SERIES. 1SS9, 

‘"■;.mJ 2:I; SIv^rCsEO as resource material, PRESEHTEO on a SECONOARY LEVEL. 

DoiS«2r«NTENTS INCLUOE: CONTROL, PHYSICAL ENVIRONMENT, CHEMICAL HA2AR0S. RELEVANT 

TO INSTRUCTION INI 17*17* 

source: opo# 2903 - 0011 # * 0 * 20 * 

PLANNINO FOR SAFETY ON THE JOBSITE: CONSTRUCTION INOUSTRY SERIES. ISAS, SSP. <U.S. OEPT. 

t“?2oOK NHICH hay be USEO AS RESOURCE MATERIAL, PRESENTEO ON A SECONOARY LEVEL. 

OOwS^rMNTENTS INCLUOEI SAFETY, JOBSITE, CONSTRUCTION INDUSTRY. RELEVANT TO 
instruction in; 17*17# 17*10* 

source: opo# 2903 - 0030 # * 0 * 25 * 

"*'“°Je«;2r”2^ENTEd“;i«MOk'22kh may be USEO IN curriculum OESION, PRESENTED ON A 

SECONOARV LEVEL* ijw AGEMENT^° ' RELEVANT TO INSTRUCTION IN: 14*08# 

DOCUMENT CONTENTS INCLUOE: SELL# MANAGEMENT* KtLtVAni 

17*17# 04* 

source: opo# 4500 - 0091 # 41 * 50 * 

HON trade associations MATERIAL* PRESENTEO°ON A^SECOHOARY LEVEL. 

SSSSS^rT 2S;52N7ri2lL22“ ‘?R".2r22l2c»n22s2*SMALL BUSINESS. RELEVANT TO 
Instruction in: i4*08# 17*i7# 04 * 

source: sba# free* 

HOH THE PUBLIC EMPLOYMENT SERVICE HELPS JM.LL^BUSINESB.^ CHARLES E., 

dScKt STEN^riNCLUOEI PUBLIC EMPLOYMENT SERVICE, SMALL BUSINESS. RELEVANT TO 
instruction in: 14*08# 17*17# 04* 

source: sba# free* 
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GETTING YOUR PRODUCT ON OUALIPIEO PRODUCTS LISTS* 02/1970# ^P. (SMALL BUSINESS AOHIN.I 
pamphlet which may be used as resource MATERIAL# PRESENTEO ON A SECONDARY LEVEL. 

document contents Include: product# oualipieo prooucts li«ts* relevant to 

INSTRUCTION Is: 1«.03# 17.17# OA. 

source: S9A# tree. 

HOM TO analyze your OMN BUSINESS* 09/1969# 6P* (SOMMER# HOWARD ELLSwORTHI 

pamphlet which may BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: ANALYZE# BUSINESS* RELEVANT TO INSTRUCTION IN: 17.17# 

lA.OP# OA* 

source: sba# free. 

KNOM YOUR patenting PROCEDURES* 09/1969# AP* I SCHMARZTRAUBCR# EVELYN M. ) 

pamphlet which may re used as resource material# presented on a secondary LEVEL. 

DOCUMENT CONTENTS INCLUOE: PATENTING PROCEDURES* RELEVANT TO INSTRUCTION In: 

17*17# IA.08# OA* 

SOURCE: Si5A# FREE* 

innovation: how much is enough. 01/1968# AP* (ANTHONY# EOWARO L*I 

pamphlet which may be used as resource material# presented on a secondary level* 

DOCUMENT contents INCLUDE: INNOVATION# SMALL MANUFACTURERS# DEVELOPMENT# CHANGE# 

RISKS# PROGRAM. RELEVANT TO INSTRUCTION IN: 17*17# 1A.08# OA. 

source: sba# free* 

eliminating waste in small plant R ANO 0. OA/1965# AP. IHENKE# RUSSELL I 

Pamphlet which may be used as resource material# presented on a secondary level* 
document contents Include: waste# small plant r and o# purpose# organization# 

COORDINATE# review# PROCEDURES# CHANGES* RELEVANT TO INSTRUCTION IN: 17*17# 

1A*08# OA. 

source: sba# free* 

PLANNING ANO CONTROLLING PRODUCTION FOR EFFICIENCY* 12/1970# AP* (HOBSON# LELAND S*# 
SCHRADER# GEORGE F. I 

pamphlet which may ce used as resource material# presented on a secondary level* 
document contents include: planning# controlling# production# efficiency# small 

MANUFACTURERS# BUDGET# PRODUCTION RATE# COST# INVENTORY# QUALITY. RELEVANT TO 
INSTRUCTION In: 1A*08# 17*17# OA* 

source: sba# free* 

EFFECTIVE INDUSTRIAL ADVERTISING FOR SMALL PLANTS* 12/1969# AP* (MARSHALL# HAROLOI 

pamphlet which may be used as resource material# presented on a secondart level* 
document contents include: industrial advertising# small plants# cost# placing# 

SELECTING# AGENCY* RELEVANT TO INSTRUCTION IN: CA.Ol# 17*17# 1A*08* 

source: sba# free* 

GUIDELINES FOR BUILDING A NEW PLANT* 09/1970# AP. (ROSE# SAM E*) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

document contents include: guidelines# building# new plant# small manufacturers* 

RELEVANT TO INSTRUCTION iNl OA*# 17*17* 

source: sba# free* 

numerical control for the small manufacturer* 06/1970# AP. (MOORHEAD# JACKI 

pamphlet which may be used as resource material# PRESENTEO ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: NUMERICAL CONTROL# SMALL MANUFACTURER# ADVANTAGES# 

oisacvantages. relevant to Instruction in: ia.os# i7*i7> oa* 

source: sba# free* 

expanding sales through franchising* 02/1968# AP. (LAPIN# JR*# AU 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

document contents include: expanding sales# franchising# small manufacturers# money# 

SELLING# TRAINING* RELEVANT TO INSTRUCTION IN: OA*# 1A*08# 17*17* 

source: sba# free* 

PROGRESSIVE AUTOMATION OF PRODUCTION* 07/1966# AP* (BERKOH# WILLIAM F* ) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

document contents include: automation# production# small manufacturers# labor# 

materials# facilities# power* relevant to Instruction in: ia>os# oa*# i7*17* 

source: sba# free* 
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SHOULD YOU hake OR BUY COHPONENTJ. , iJ|J^J5"jEJTEO*ON^A*^SECON^^ LEVEL. 

pamphlet which hay be used as RESOURCE material# KKtjtitu alternatives# 

INS 1A.08# I7*l7# OA. 

source: sba# free* 

MEASURING THE PERFORMANCE OF JJp'JJJIrJaL# PRESENTED ON A SECONDARY LEVEL. 

^ - .«u..c,u««s. 

RELEVANT TO INSTRUCTION INS OA.# IA.08# 17.17# OA.IZ. 

source: sba# free. 

OELEQATINQ WORK AND ”^®'’°^®/®i!:*^I*pc2oiRCE°MATERI AL^P^ ON A SECONDARY LEVEL. 

?Si'TEN;riScLS?l? OeJILtINO WORK# OELEQATINQ RESPONSIBILITY# SMALL 
SScTUReU. RELEVANT TO INSTRUCTION INS IA.08# OA.# 17-17. 

source: sba# free. 

PROFILE YOUR CUSTOMERS hIteRI AlJ^PRESENTE^On' A^SECONOA^ 

instruction in: OA.# 17.17# IA.08. 

source: sba# free. 

MHAT is the best selling P^*0E. fppp materi al#'^presenteo on a secondary level. 

17.17. 

source: sba# free. 

locating or relocating your ®^®*^|®®p_-?,ipp^l[itpp| !■ .'present on a secondary LEVEL. 

pamphlet which may be used *® business# market# labor force# raw 

OA. 

source: sba# free. 

DISCOVER ANO USE YOUR PUBLIC °ppp®^j[tERIAL#*PRESE^ SECONDARY LEVEL. 

source: sba# free. 

are your products ANO CHANNELS PRODUCING SALES. 09/1959# 8P.^^IK0N0PA,^U^^ 

pamphlet which h*y be used as resource material# pres^ manufacturers# records# 

?:^s??uction in: ia.ob# oa.# ^.w. 

source: sba# free. 

pointers on negotiating ^?g^?JgI®*cE'MATERIALrPRESENTEO*‘o^^ LEVEL. 

source: sba# free. 

POINTERS ON USING TEMPORARY-HELP StjERI AU^PRESENTEO^ON A^SECONOARY LEVEL. 

DISADVANTAGES. RELEVANT TO INSTRUCTION IN*. Oa.# 17.17# lA.Og. 

source: sba# free. 
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KEEP POINTED TOMARO PROFIT* 09/1970* 6P* (FELLER* JR** JACK H* I 

pamphlet hhich mat se used as resource material* presented on a secondary level* 

DOCUMENT CONTENTS INCLUDE: PROFIT* SMALL MANUFACTURERS* RELEVANT TO INSTRUCTION 

In: 1a*08* Ga** 17*17* 

source: sba* free* 

POINTERS ON SChEOULINQ PRODUCTION* 06/1970* 8P* IKLInE* jOhn 6*1 

Pamphlet which mat be used as resource material* presented on a secondary level* 
DOCUMENT contents incluoe: production* small manufacturers* production* layout* 

MORKLCAO* capability* STANOAROS* SYSTEMS* PROCEDURES* RELEVANT TO INSTRUCTION In: 
17*17>. 1A.08* OA* 

source: sba* free* 

A PRICING checklist FOR MANAGERS* 12/1970* aP* (O'BRIEN* JOSEPH 0*1 

pamphlet which may be used as resource material* presented ON A secondary LEVEL* 

DOCUMENT CONTENTS INCLUDE: PRICING CHECKLIST* MANAGERS* SMALL MARKETER* COSTS* BUYER 

MOTIVATION* relevant TO INSTRUCTION 1n: 1A*08* 17*17* OA* 

source: sba* free* 

FINDING and hiring THE RIGHT EMPLOYEE* 02/1971* *P* (RAPhELSON* RUOOLPhI 

pamphlet which may be used as resource material* presented on a secondary level* 
document contents include: small marketers* finding employees* hiring emplo’EES* 

SKILL* SOURCES* SCREEN* RELEVANT TO INSTRUCTION In: 1A*06* Ia.QS* 17*17* OA* 

source: sba* free* 

BUILDING STRONG RELATIONS WITH YOUR BANK* 09/1970* AP* ICASHIN* JAMES A* I 

pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 

document contents include: bank* small marketers* needs* services* respect* future* 

personal* relevant to instruction in: IA.OS* 17*17* OA* 

source: sba* free* 

stimulating impulse BUYING FOR INCREASED SALES* 06/1970* Ap* (WRIGHT* JOHN S** 
GOLDSTUCKER* JAC L* I 

pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEvEL* 
DOCUMENT CONTENTS INCLUDE: INCREASED SALES* SHOPPER* HANTS* PRICED* ADVERTISING* 

NONNECESSITY* CONSUMED* RELEVANT TO INSTRUCTION In: 17*17* 1**08* OA* 

source: SBA* FREE* 

CONTROLLING CASH IN SMALL RETAIL AND SERVICE FIRMS* 08/1970* AP* (CAMPBELL* D* S*l 
pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! CASH* SMALL RETAIL* SERVICE FIRMS* RECORDS* CASH* FLOW* 

balances* Income* relevant to Instruction in: ia*08* ia.oi* i7*i7* oa* 

source: sba* free* 

INTERIOR display: A HAY TO INCREASE SALES* 02/1971* AP* (VALFNTl* GABRIEL M*| 

pamphlet which may BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: INTERIOR DISPLAY* SALES* SMALL MARKETERS* FIXTURES* COLOR* 

SIGNS* LIGHTS* RELEVANT TO INSTRUCTION IN! OA*01* 1A*0B* 17*17* 

source: sba* free* 

SALES potential AND MARKET SHARES* 05/1970* AP* (CORNWELL* ARTHUR W* I 

pamphlet which may BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! SALES POTENTIAL* MARKET SHARES* SMALL MARKETERS* AREA* 
COMPETITORS* total* RELEVANT TO INSTRUCTION IN! 1A*08* OA.* 17*17. 

source: sba* free. 

QUALITY AND TASTE AS SALES APPEALS* 11/1969* AP* (MYERS* ROBERT H* I 

pamphlet which may be used as resource material* presented ON A SECONDARY level* 

DOCUMENT CONTENTS INCLUDE! QUALITY* TASTE* SALES* TRADE* TRAIN* SUGGESTION SELLING* 
IDENTITY* PRDDUCTS* PERSONAL* YOUNG* RELEVANT TO INSTRUCTION IN! 1A*08* 17*17* 

OA * 

source: sba* free* 

PLEASING YOUR BOSS* THE CUSTOMER* OA/1970* AP* (LAWS* DWAYNE) 

pamphlet which may be used as RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! CUSTOMER* SMALL MARKETERS* PATRONAGE* SERVES* RELEVANT TO 
INSTRUCTION in: 1A.08* 17*17* OA* 

source: sba* free* 
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are you ready for franchising* '®^ocennorr*M*TERI AL»* presented ON A SECONDARY LEVEL* 

SrC^Nl ;rKl?ERS, investors, reputation, risk* 

relevant to instruction in: 17*17, 1A*08, oa* 

source: sba, free* 

DEDUCtXO IHOPLIFtlNO LOSSES- “’'I’JSj 11 [ter!»lI PRESENIEo'o" » SECOMO»»Y LEVEL. 

“.nSHLEt WHICH n.Y SE USED "IliS; HEIHOOS, TYPES, POLICE, 

"”S?u2;EH?rL;”ou};‘ipSR^HE"»l?o“'.«?^rs! 'peLEV.hT TO IHSTRUCTIOH IRI IT- 
1A*08* 

source: sba, free* 

•NPLYZE YOUR RECOROS TO REOUCE ' pRESEHTEO*Ow''*°SECORO»RY LEVEL. 

SSSCSeS; roi?EH«'i«L»“ ‘!h;l5;e"IeS;ros, reouce, costs, relevant to instruction 



17*17, OA*, 



in: 

source: 



iA*o;, OA*, 

sba, free* 



1A*0S, 17*17* 



the PEOERPL WPOE-MOUR law in shall p!5nuRCc**HATERIAL*'*PRESENTEO^ON^* SECONOARY LEVEL- 

JSi'TEN^riSk^?^? ?nSs. relevant to instruction in: 

1A*06, 1A*08, 17*17, OA* 

source: sba, free* 

CAN YOU afford delivery service* °pp'o^*ie®^!.*E^y*Li^^PRESE^ * SECONDARY LEVEL* 

pamphlet hhich may be used resource mater al, p« instruction in: 

document contents include: delivery service, cost 

17*17, 1A*08, Oa* 

source: sba, free* 

PREVENTINO SUROLARY ano "0S»|“T iS®?ESOURCrNATERIAL,'pRESESTEO^ SECONOARY LEVEL- 

SS" ?Si?EN;r.SlLSo" *?RE«~j"o,"j;POLAPY. ROSSERY LOSS- RELEVANT TO 
instruction In: 17*17, 1A*08, oa* 

source: sba, free* 

arbitration: P»CE"ANER in SH.ll business. OB-96S, :°^EiSioARY LEVEL. 

S“C«n; roi^EN^riSkS?" ‘«buS-5on; shall business, relevant to instruction 

in: 1*.08, 17*17, oa* 

source: sba, free* 

OUTNITTINO bad tHECK-PASSERS. 05-969, bp. ppe°e"eD ON A SECONDARY LEVEL. 

PAHPHLET HHICH HAY BE USED tvPES, IOENTIPICATION, POLICY. 

17*17, 1A*08, oa* 



DOCUMENT CONTENTS INCLUDE: 
RELEVANT TO INSTRUCTION 1n: 

source: sba, free* 



SHEEPINO PROPIT OUT THE BACA OOOR. ;:erUw"™?s^”5"5n‘’1’sECONOARY LEVEL- 

relevant to instruction in: 17*17, OA*, 1A*08* 

source: sba, free* 

UNDERSTANDING TRUTH IN LENDING* PRESENTED ON A SECONDARY LEVEL* 

ssi5?N?riSLs?i? rr* ^E s; : credit terhs. relevant to 

instruction in: 0A*0A, 1A*0S, 1A*01, 17*17 

source: sba, free* 

personal qualities needed to ®JJJe*maUrial?%resented”on”a^seco^^ level* 

dSnI Joi5EN?riSL!lol? ?eSI?S1!l qualities, MANAGE, SMALL MARKETERS, OHNER-MANAGER. 
RELEVANT TO INSTRUCTION IN: 17*17, OA* 

source: sba, free* 
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NOISE REDUCTION IN THE SMALL SHOP* 05/1970/ 8P. ( ANCELL/ JAMES E.) 

PAMPHLET WHICH MAY 8E USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE! NOISE REDUCTION/ SMALL SHOP. RELEVANT TO INSTRUCTION 
in; 17.17. 

SOURCE: SBA/ FREE. 

KEEPING SHOP NOISE FROM NEARBY RESIDENCES. 10/1966/ 4P. (HARDY/ HOWARD C.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE; NOISE/ RESIDENCES/ MEASURING. RELEVANT T(3 INSTRUCTION 
in; 17.17. 
source: SBA/ FREE. 

CASH VALUES IN I NDUSTR I AL ! SC R A P . 06/196// 4P. (RICE/ J. WADE) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
document contents include: cash VALUES/ INDUSTRIAL SCRAP. RELEVANT TO INSTRUCTION 

in: 17.17/ 17.23/ 04.09. 

source: SBA/ FREE. 

DESIGNING FOR HIGHER PROFITS. 11/1970/ 4P. (SLEIGHT/ ROBERT B. ) 

PAMPHLET WHICH MAY BE USED AC RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMEhJT contents INCLUDE; DESIGNING/ HIGHER PROFITS/ E(JUIPMENT/ WORK PLACES/ METHODS. 

RELEVANT TO INSTRUCTION IN: 17.17/ 14.08/ 04. 

source: SBA/ FREE. 

STEPS IN MEETING YOUR TAX OBLIGATION. 04/1970/ 12P. (RADIOS/ JR./ STEPHEN P. ) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE; TAX OBLIGATION/ GUIDE/ MANAGE TAXES. RELEVANT TO 
INSTRUCTION In: 17.17/ 14.08/ 04. 

source: SBA/ FREE. 

WELDING AND FLAME-CUTTING PROCESSES AND PRACTICES. 06/1968/ 8P. (JEFFERSON/ TEO B. ) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE! WELDING/ FLAME-CUTTING/ PROCESSES/ PRACTICES/ 

METALWORKING/ CONSTRUCTION. RELEVANT TO INSTRUCTION IN! 17.2306/ 17.17. 

SOURCE! SBA/ FREE. 

IS WORKER FATIGUE COSTING YOU DOLLARS. 11/1969/ 4P. (BOSTICCO/ I. L.M.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT contents INCLUDE! WORKER FATIGUE/ PRODUCTIVITY/ ACCIDENTS/ COST. RELEVANT 
TO INSTRUCTION IN! 14*08/ 04./ 17.17. 

SOURCE! SBA/ FREE. 

POINTERS ON DIMENSIONS AND TOLERANCES. 02/1969/ 4P. (DEFEHER/ JOSEPH) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE! POINTERS/ DIMENSIONS/ TOLERANCES/ PROTOTYPE/ SIZE/ SHAPE. 

relevant to instruction in: 17 . 17 / 14 . 08 / 04 . 

SOURCE! SBA/ FREE. 

ARE YOU USING YOUR SPACE EFFECTIVELY. 11/1970/ 4P . (ANTHONY/ EOWARD L.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE! USING/ SPACE/ EFFECTIVELY. RELEVANT TO INSTRUCTION IN! 

17.17/ 14.08/ 04. 

SOURCE! SBA/ FREE. 

CONTROLLING QUALITY IN DEFENSE PRODUCTION. 09/1970/ 4P. ( INDEROOHNEN/ JOHN F.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE! CONTROLLING QUALITY/ DEFENSE PRODUCTION/ INSPECTION 

PROCEDURES/ REQUIREMENTS/ WASTE. RELEVANT TO INSTRUCTION IN! 17.17/ 14.08/ 04. 

SOURCE! SBA/ Ff’I’E. 

RENTED TOOLS CAN IMPROVE EFFICIENCY. 12/1969/ 4P. (HARRISON/ N. T.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE! RENTED TOOLS/ EFFICIENCY/ MODERNIZATION/ SMALL PLANTS. 

RELEVANT TO INSTRUCTION IN! 17.17/ 04. 

SOURCE! SBA/ FREE. 
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PLANTS- 11/1970/ 4P. 
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. SECOMOAPY level. 

DOCUMENT CONTENTS INCLUDE: ELECTRIC MOTOR MAINTENANCE/ SMALL PLANTS. RELEVANT TO 

in: 17 . 1403/ 1 7 • 1 7 . 



INSTRUCTI ON 

source: sba/ 



FREE. 



MATERIALS. 



PAMPHLET 

DOCUMENT CONTENTS INCLUDE: 

SAFEGUARDS/ PROTECTIVE EQUIPMENT' 
SOURCE: SBA/ FREE- 



11/1968/ 

presented 



4P. 

ON 



(SBA) 

SECONDARY 



LEVEL. 



in-plant storage and handling of HAZARDOUS 

WHICH MAY BE USED AS RESOURCE MATERIAL/ 

in-plant STORAGE/ HAZARDOUS MATERIALS/ CHEMICALS/ 

RELEVANT TO INSTRUCTION IN: 17-17/ 14-08/ 04- 



INSPECTION ON DEFENSE CONTRACTS IN SMALL.^FIRMS- 11/1967/ 4P . < INDERDOHNEN/ JOHN F . ) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 

CONTENTS include; INSPECTION, DEFENSE CONTRACTS, SNALL FIRMS. RELEVANT TO 

instruction in: 17.17/ 14.08/ 04- 

SOURCE: SBA/ FREE- 



JUDGING YOUR 
PAMPHLET 



A SECONDARY LEVEL- 



ELECTRIC POWER NEEDS- 03/1970/ 4P. (VENNARD/ EDWIN) 
uwirw MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
DOCUMENT CONTENTS INCLUDE: ELECTRIC POWER/ NEEDS/ SMALL MANUFACTURING PLANTS/ WIRING- 

relevant to instruction in: 17-17/ 14.08/ 04. 

SOURCE: SBA/ FREE- 

PERT/CPM MANAGEMENT SYSTEM FOR THE SMALL SUBCONTRACTOR. 05/1970/ 4P- (ARCHIBALD/ RUSSELL 

‘^‘’pamphlet which may be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL - 
DOCUMENT CONTENTS INCLUDE: PERT/CPM MANAGEMENT/ SMALL SUBCONTRACTOR/ PROFIT 

improvement- relevant to instruction in: 14 .O 8 / 04 ./ 17 . 17 . 

source: SBA/ FREE- 

VAI IIP ANAI YSIS FOR SMALL BUSINESS- 05/1970/ 4P- (ROMAN/ DANIEL D-) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 

Se" cSJ?EN?riSLuol° value analysis, SMALL BUSINESS, REDUCE COSTS, PRINCIPLES. 

RELEVANT TO INSTRUCTION IN: 17.17/ 14-08/ 04. 

SOURCE: SBA/ FREE- 

4P. (GILSON/ HIRAM 

SMALL PLANT 



engineering records provide evidence for patents. 10/1970/ 



B< 



'pamphlet which may be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL - 
DOCUMEN? CONTENTS INCLUDE: SMALL PLANT/ ENGINEERING RECORDS/ PATENTS/ EVIDENCE- 

INSTRUCTION IN: 14.08/ 14-01/ 04./ 17-17- 



RELEVANT TO 
source: SBA/ 



FREE- 



4P. 



( HOSFORD/ JOHN E- ) 
PRESENTED ON A SECONDARY 
SMALL BUSINESS/ DEFINES/ 



LEVEL- 

CLARIFIES. 



OPERATIONS RESEARCH FOR SMALL BUSINESS- 12/1970/ 

PA(’IPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ 

DOCUMENT CONTENTS INCLUDE: OPERATIONS RESEARCH/ 

RELEVANT TO INSTRUCTION IN: 17-17/ 14-08/ 04. 

source: SBA/ FREE- 

A TFCTFn SYSTEM FOR ACHIEVING QUALITY CONTROL- 01/1969/ 12P- (SBA) 

SaSpSJI? Wh5cH may be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL- 
DOCUMENT CONTENTS INCLUDE: QUALITY CONTROL/ PRODUCTS/ STANDARDS/ REQUIRED- RELEVANT 

TO INSTRUCTION IN: 17-17/ 14-08/ 04- 

SOURCE: SBA/ FREE- 



(SMITH/ RICHARD 



E- ) 
ON A 



SECONDARY LEVEL- 



''^^'^rMPHUrT^Li^H^S^Y^E'-Ss^^^ PRESENTED 

Sen? cSJ?en?s includI; using adhesives/ small plants/ dextrins/ cements/ resins/ 

EPOXIES. relevant TO INSTRUCTION IN: 17-17/ 17-10- 

SOURCE: SBA/ FREE- 



PRESENTED ON A SECONDARY LEVEL- 



INVENTORY MANAGEMENT- 08/1970/ 8P- (MULVIHILL/ DONALD F-) 

S1n“coS?Fn?s'5nc1:;Jf!^ 5^5?N‘,OP;“2N«E«E;?rB;B:.OBPAPHY, .NFOPMAT.ON. PF.FV.NT 
TO INSTRUCTION IN: 17-17/ 14.0504. 

SOURCE: SBA/ FREE- 



j 
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O' 






'tS 



FOREMANSHIPi SUPERVISION ANO MANAGEMENT DEVELOPMENT: 17.17 



personnel management. 09/1969/ 12P. (LOEN/ RAYMOND 0.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: PERSONNEL MANAGEMENT/ BIBLIOGRAPHY/ INFORMATION. RELEVANT 

TO INSTRUCTION IN: 14.06/ 17.17/ 14.08. 

source: sba/ free. 

COMMON SENSE ABOUT MANAGING YOUR MANAGEMENT JOB. 1969/ 28P. (VA/ OFFICE OF PERSONNEL) 
pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: MANAGEMENT. RELEVANT TO INSTRUCTION IN: 17.17/ 14.08. 

source: gpo/ 5100-0022/ $0.20. 

COMMON SENSE ABOUT SUPERVISING PEOPLE - KEY POINTS IN PERSONNEL RELATIONS. 1965/ 23P. (VA) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: SUPERVISING PEOPLE/ PERSONNEL RELATIONS. RELEVANT TO 

INSTRUCTION IN: 17.17/ 14.08. 

source: GPO/ 5100-0023/ $0.15. 

RECOGNIZING AND SUPERVISING TROUBLED EMPLOYEES. 07/1967/ IIP. (U*S. CIVIL SERVICE COMM./ 
BUREAU OF POLICIES ANO STANDARDS) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAI./ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: RECOGNIZING/ SUPERVISING/ TROUBLED/ EMPLOYEES/ BEHAVIOR/ 

RESPONSIBILITIES/ EMOTIONAL/ READJUST. RELEVANT TO INSTRUCTION IN: 14.08/ 17.17. 

source: GPO/ 0600-0457/ $0.15. 



60 



GENERAL CONTINUATION: 17.18 

part-time CLAGSES-EOR persons UNOER 18 YEARS OF AGE WHO HAVE LEFT '^^LL-TIME INSTRUCTION TO 
ENTER THE LABOR EORCE--PROV 1 0 1 MG INSTRUCTION DESIGNEO PRIMARILY TO UCREASE Cl .C 
iStIlLIgIncJ RATHER THAN TO O^VELOP SPECIFIC OCCUPATIONAL COMPETENCE. 
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GRAPHIC ARTS OCCUPATICNS 



17. 19 



j ORGANIZED/ SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LABORATORY/ AND SHOPWORK AS ' 

; THEY RELATE TO ALL PHASES OF HOT AND COLD TYPESETTING/ LAYOUT/ COMPOSITION/ PRESSWORK/ AND i 

j BINDING/ INCLUDING FLEXOGRAPHY/ LITHOGRAPHY/ PHOTOENGRAVING/ AND OTHER GRAPHIC ARTS RELATED ! 

j TD the printing industry. emphasis is on typographical layouts and DESIGN/ HAND AND MACHINE j 

; TYPESETTING/ CAMERA AND PLATE WORK/ IMPOSITION/ TYPECASTING/ OFFSET AND PLATEN PRFSS MAKEUP ■ ■ 

AND OPERATION/ PAPERCUTTING/ INK AND COLOR PREPARATION/ BINDING/ AND PRODUCTION BY SILK 
i SCREEN process. 



LITHOGRAPHER 3 AMD 2. 1969/ 615P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
•SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: LITHOGRAPHER/ TYPE FACE/ COPY/ ARTWORK/ DESIGN/ 

PHOTOGRAPHIC EO U I PME NT .» LINE NEGATIVE/ HALFTONE/ PLATE/ OFFSET PRESS/ BINDERY/ 
LETTERPRESS PRINTING/ FORMULARY/ GLOSSARY. RELEVANT TO INSTRUCTION iNI 17«19. 
source: GPO/ 0847-007S/ $5.25. 

AEROSPACE TECHNOLOGY - VOL. G/ GRAPHIC ARTS IN AEROSPACE. 1968/ 250P. (US DEPT. OF 

JUSTICE/ bureau of PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: AEROSPACE TECHNOLOGY/ GRAPHIC ARTS/ PRINTING/ DUPLICATING/ 

OFFSET LITHOGRAPHY/ HALFTONE/ BINDING MATERIALS/ BINDING TYPES/ BINDING METHODS/ 
PHOTOGRAPHY/ PAPER/ SCREEN PROCESS. RELEVANT TO INSTRUCTION IN: 17.19. 

source: bureau of prisons/ free. 



GRAPHIC ARTS/ VOL. B - SCREEN PROCESS/ INTAGLIO/ PAPERMAKING. 
JUSTICE/ BUREAU OF PRISONS) 



1968/ 250P. (US DEPT. OF 



GUIDEBOOK WHICH MAY BE USED IN CURRICULUM 
DOCUMENT CONTENTS INCLUDE: GRAPHIC ARTS/ 

RELEVANT TO INSTRUCTION IN: 17.19. 

source: bureau of prisons/ free. 



DESIGN/ PRESENTED DN A SECONDARY LEVEL. 
SCREEN PROCESS/ INTAGLIO/ PAPERMAKING. 



GRAPHIC ARTS/ VOL. C - RELIEF PRINTING. 1968/ 250P. 

PR ISONS ) 

GUIDEBOOK WHICH MAY BE USED 
DOCUMENT CONTENTS INCLUDE: 



(US DEPT. OF JUSTICE/ BUREAU OF 



IN CURRICULUM 
GRAPHIC ARTS/ 



DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
RELIEF PRINTING/ TYPE/ MAKE UP/ SLUG 



CUTTING/ MITERING/ PACKING/ INKING/ CUTS/ HALFTONES/ PLATEMAKING/ TINTBLOCKS/ RUBBER 
STAMPS/ MAINTENANCE/ LAYOUTJ/ TYPE SELECTION/ COPYFITTING. RELEVANT TO INSTRUCTION 
In: 17.19. 

SOURCE'; BUREAU OF PRISONS/ FREE. 



VOL. F - PRODUCTION PRINTING. 1968/ 25DP. (US DEPT. OF JUSTICE/ BUREAU OF 



GRAPHIC ARTS/ 

PRISONS ) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: GRAPHIC ARTS/ P RODUCT I ON PR I N T I NG / PLANNING/ COST/ COPY/ 

COMPOSITION/ PROOFING/ FORMS/ STOCK/ PRESSWORK/ ARTWORK/ PHOTOGRAPHY/ SCREEN PROCESS. 
RELEVANT TO INSTRUCTION In: 17.19. 

source: bureau of prisons/ free. 

GPO STANDARD INK BOOK. 200P. (GOVERNMENT PRINTING OFFICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUOE: GPO/ STANDARD INK. RELEVANT TO INSTRUCTION IN: 

source: GPO/ 2100-0002/ $6.00. 



17.19. 
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PRINTING PRESS OCCUPATIONS 
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ORGANIZED LEARNING EXPERIENCES CONCERNED WITH MAKING READY/ OPERATING/ AND MAINTAINING 
PRINTING PRESSES. 



JOB PRINTING SHOP. 03/1967/ 6P. (THOMPSON/ JR./ WILLIAM W.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: JOB PRINTING/ BIBLIOGRAPHY/ REFERENCE. RELEVANT TO 

INSTRUCTION IN: 17.1902/ 04.99. 

source: sba/ free. 



LITHOGRAPHY/ PHOTOGRAPHY/ AND PLATEMAKING: 17.1903 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH LITHOGRAPHY/ LITHOGRAPHIC PHOTOGRAPHY/ 
STRIPPING/ AND RELATED PLATEMAKING PROCESSES* 



GRAPHIC ARTS/ VOL. E - OFFSET LITHOGRAPHY AND PHOTOGRAPHY I. 196R/ 250P. (US DEPT. OF 
JUSTICE/ bureau of PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: GRAPHIC ARTS/ OFFSET LITHOGRAPHY/ PHOTOGRAPHY. RELEVANT 

TO INSTRUCTION IN: 17*1903. 

source: bureau of prisons/ free* 

lithographer 1 AND C. 1966/ 305P. (BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: LITHOGRAPHER/ PLANNING/ LAYOUT/ STANDARDIZED FORMS/ 

PHOTOGRAPHY/ PLATEMAKING/ COLOR/ OFFSET PRESS/ REFERENCE READING/ GLOSSARY* 
RELEVANT TO INSTRUCTION In: 17.1903. 

source: GPO/ 0B47-0077/ *1*73. 



bookbinding: 17.1906 

ORGANIZED LEARNING EXPERIENCES CONCERNED WITH GATHERING PAGES/ FORMS/ AND RELATED MATERIALS 
AND ASSEMBLING THEM INTO BOOKS OR PAMPHLETS. INCLUDED ARE TECHNIQUES CONCERNED WITH BINDING 
AND REPAIRING BOOKS AND DOCUMENTS* 



GRAPHIC ARTS/ VOL* D - BOOKBINDING/ PACKAGING/ AND FINISHING. 1968/ 250P* (US DEPT* OF 
JUSTICE/ bureau of PRISONS) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: GRAPHIC ARTS/ BOOKBINDING/ PACKAGING/ FINISHING/ EQUIPMENT* 

relevant TO INSTRUCTION IN: 17.1906. 

source: bureau of prisons/ free. 



5? 



INDUSTRIAL ATOMIC ENERGY: 



17*20 



ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY/ LABORATORY/ AND SHOPWORK AS 
THEY RELATE TO (1) THE CONSTRUCTION/ OPERATION/ AND MAINTENANCE OF REACTOR PLANTS AND 
INDUSTRIAL 'X-RAY' EQUIPMENT/ AND (2) THE INDUSTRIAL USES OF RADIOISOTOPES FOR PRODUCTION 
AND CONTROL OPERATIONS* ALMOST EVERY FORM OF MECHANICAL/ ELECTRICAL/ ELECTRONIC AND CHEMICAL 
SKILLS AND EQUIPMENT GENERALLY USED IN INDUSTRY MAY BE INVOLVED* 



RADIOLOGICAL EMERGENCY OPERATIONS - INSTRUCTOR'S MANUAL* 219P* (USAEC/ DIV* OF TECH* 
INFORMATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
POST-SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE: RADIATION/ EMERGENCY OPERATIONS/ TEXTS/ FILM LIST/ 

SUBJECTS/ EXAMINATIONS* RELEVANT TO INSTRUCTION IN: 17*20/ 16*0115/ 07*05/ 

16*0304. 

source: USAEC/ EDUC* SERVICES SECTION/ S3*00* 

RADIOLOGICAL EMERGENCY OPERATIONS/ STUDENT'S MANUAL* ii25P* (USAEC/ DIV* OF TECH* 

INFORMAT ION) 

STUDENT-ORIENTED TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: RADIATION/ EMERGENCY OPERATIONS/ TEXTS/ FILM LIST/ LESSON 

OUTLINES/ GLOSSARY/ SUBJECTS* RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20/ 07*05/ 

16*0304* 

source: USAEC/ EDUC* SERVICES SECTION/ $3*00* 

RADIATION PROTECTION • PAST/ PRESENT AND FUTURE* 08/1969/ 27P* (RAMEY/ JAMES T*) 

pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

( SAFETY) * 

DOCUMENT CONTENTS INCLUDE: RADIATION PROTECTION* RELEVANT TO INSTRUCTION IN: 

17*20/ 07*05/ 16*0304* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

A B C'S OF RADIATION* 28P* (USAEC/ DIV. DF TECH. INFORMATION) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE: RADIATION/ INTRODUCTORY* RELEVANT TO INSTRUCTION In: 

17*20/ 07*05/ 16*0304* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

U*S. ATOMIC energy COMM* 16MM CLASSROOM FILMS ON NUCLEAR SCIENCE* 09/1969/ 43P. (USAFC/ 
DIV* OF TECH* INFORMATION) 

TEACHER-ORIENTED CATALOGUE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE: 16MM FILMS/ NUCLEAR SCIENCE/ GENERAL SCIENCE/ PHYSICS/ 

CHEMISTRY/ BIOLOGY* RELEVANT TO INSTRUCTION In: 16*0115/ 17.20* 

source: USAEC/ EDUC. SERVICES SECTION/ FREE* 

ATOMIC ENERGY BASICS* 1970/ 91P* (USAEC/ DIV* OF TECH* INFORMATION) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: ATOMIC ENERGY BASICS/ MOLECULES/ ELECTRONS/ NUCLEUS/ 

CHEMICAL ELEMENTS/ ENERGY/ REACTORS* RELEVANT TO INSTRUCTION IN: 17*20/ 16*0115* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

RADIOISOTOPE EXPERIMENTS FOR THE CHEMISTRY CURRICULUM* 15/08/1960/ 225P* (USAEC) 

TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED 

education: general/ chemistry. 

document CONTENTS INCLUDE: RADIOISOTOPE EXPERIMENTS/ CHEMISTRY/ RADIOISOTOPES/ 

QUALITATIVE ANALYSIS/ QUANTITATIVE ANALYSIS/ ORGANIC CHEMISTRY/ PHYSICAL CHEMISTRY/ 
instrumental ANALYSIS/ BIOCHEMISTRY. RELEVANT TO INSTRUCTION In: 17.20. 

source: USAEC/ DOCUMENT MGMT. BRANCH/ FREE. 

RADIATION MONITORING - A PROGRAMMED INSTRUCTION BOOK* 08/1967/ 281P. (WADE/ JAMES E*/ 
CUNNINGHAM/ Q. E* ) 

STUDENT-ORIENTED PROGRAMMED TEXT WHICH MAY BE USED AS PROGRAMMED INSTRUCTION/ 

PRESENTED ON A SECONDARY LEVEL. 

DOCUMENT CONTENTS INCLUDE! RADIATION MONITORING/ ATOMIC STRUCTURE/ RADIATION/ 
INSTRUMENTS/ MEASUREMENT/ TEST. RELEVANT TO INSTRUCTION IN: 17*20/ 16*0115/ 

07*05/ 16*0304* 

source: USAEC/ EDUC* SERVICES SECTION/ FRE^*, 
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SAFETY MANUAL FOR USE OP OPERATORS DEALING WITH RADIOGRAPHY AND INDUSTRIAL GAMMAGRAPHY. 

q?P. (USAECi DIV. OF technical INFORMATION) . cwci 

pamphlet which may be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

DOcSSENrCONTENTS INCLUDE: RADIOGRAPHY GAMMAGRAPHY/ INDUSTRIAL GAMMAGRAPHY. RELEVANT 

TO INSTRUCTION IN! 17.20/ 16.0115/ 07.05/ 16.0304. 

source: USAEC/ educ. services section/ free* 

RADIOISOTOPE EXPERIMENTS IN HIGH SCHOOL BIOLOGY - AN ANNOTATED SELECTED BIBLIOGRAPHY. 

°^^REFERENCe'bOOK^WHICH^MAY be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: RADIOISOTOPE EXPERIMENTS/ BIOLOGY. RELEVANT TO 

INSTRUCTION IN! 07«05/ 17«20/ 16.0304/ 16.0115. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE. 



AND APPLICATIONS. 93P. (USAEC/ DIV* OF TECH. 
RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 



ILLUSTRATIONS OF RADIOISOTOPES - DEFINITIONS 
INFORMATION ) 

REFERENCE BOOK WHICH MAY BE USED AS 

DOCUMENrCoJTENTrfNCLSoEf ^ILLUSTRATIONS/ RADIOISOTOPES/ DEFINITIONS/ APPLICATIONS. 

RELEVANT TO INSTRUCTION IN! 07*05/ 16.0304/ 16.0115/ 17.20. 

SOURCE: USAEC/ EDUC* SERVICES SECTION/ FREE* 

FUNDAMENTAL NUCLEAR ENERGY RESEARCH 1969. 01/1970/ ^ISP.CU.S. ATOMIC ENERGY 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL 

DOCUMENrCONTENTfLcLUDEf ^NUCLEAR ENERGY/ RESEARCH/ BIOLOGICAL/ MEDICAL/ 
ENVIRONMENTAL. RELEVANT TO INSTRUCTION IN! 16.0115/ 17«20« 

source: gpo/ 5210 - 0186 / $ 3 . 75 . 

ATOMIC ENERGY COMMISSION) 
ON A POST-SECONDARY LEVEL* 



210P« (U.S< 



FUNDAMENTAL NUCLEAR ENERGY RESEARCH 1970. nacocKircr, 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 

ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: NUCLEAR ENERGY/ RESEARCH. 

16.0115/ 17*20. 

source: GPO/ 5210-0254/ $2*75* 



RELEVANT TO INSTRUCTION IN! 



NUCLEAR CLOCKS. 1968/ 61P* (FAUL/ HENRY) . 

TEXTBOOK WHICH, MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: NUCLEAR CLOCKS/ 

instruction in: 16.0115/ 17*20. 

source: USAEC/ EDUC* SERVICES SECTION/ FREE( 



A POST-SECONDARY LEVEL* 



CARBON-14/ GLOSSARY* RELEVANT TO 



PRESENTEO on a POST-SECONDARY UvEL. 

DOCUMENrCONTENTriNCLUDE?^°NUCLEAR REACTORS/ DESIGN/ RESEARCH/ TEACHING/ HEAT/ SEA/ 
SPACE. RELEVANT TO INSTRUCTION IN! 16*0115/ 17*20. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE. 

ATOMir PAPTTriF DETECTION# 1970i 54P# (HELLMANj HAL) _ 

^TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 



WHICH MAY BE USED AS 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT contents INCLUDE: ATOMIC PARTICLE/ 

INSTRUCTION in: . 16*0115/ 17*20« 

source: USAEC/ EDUC. SERVICES SECTION/ FREE' 



COUNTERS/ DETECTORS. RELEVANT TO 



NUCLEAR POWER PLANTS. 1969/ 54P* (LYERLY/ RAY L*/ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
illustrations are included. 

DOCUMENT CONTENTS INCLUDE! NUCLEAR POWER PLANTS/ 
relevant to INSTRUCTION IN! 16*0115/ 17*20. 

SOURCE: USAEC/ EDUC* SERVICES SECTION/ FREE* 



WALTER ) 

A POST-SECONDARY LEVEL* 



TYPES/ COST/ U*S*/ FOREIGN. 



65 
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RESEARCH REACTORS. 1965/ 46P. (JACOBSON/ NORMAN H*/ MARTENS/ FREDERICK H.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! RESEARCH REACTORS/ SAFETY/ TYPES/ EXPERIMENTS. RELEVANT 
TO INSTRUCTION IN! 16*0115/ 17*20. 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE. 

NUCLEAR POWER AND THE ENVIRONMENT. 1969/ 30P* (USAEC/ DIV* OF TECHNICAL INFORMATION) 

pamphlet which may be used as resource MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! NUCLEAR POWER/ ENVIRONMENT/ GROWTH/ RADIOACTIVITY/ THERMAL* 
RELEVANT TO INSTRUCTION IN! 16*0115/ 17*20. 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE* GPO/ $0*50. 

POWER REACTORS IN SMALL PACKAGES. 10/1968/ 26P* (CORLISS/ WILLIAM R* ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! POWER REACTORS/ COSTS/ TECHNICAL* RELEVANT TO INSTRUCTION 
IN! 16.0115/ 17*20. 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE* 

RADIOISOTOPES IN INDUSTRY. 1965/ 50P. (BAKER/ PHILIP) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! RADIOISOTOPES/ INDUSTRY/ GAUGING/ 

PROCESSING/ BUSINESS/ FUTURE* RELEVANT TO INSTRUCTION IN! 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE* 

SNAP nuclear space REACTORS* 1966/ 46P* (CORLISS/ WILLIAM R.) 

pamphlet WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! SNAP/ NUCLEAR SPACE REACTORS. RELEVANT TO INSTRUCTION 
IN! 16*0115/ '17*20. 

SOURCE! USAEC/ EDUC. SERVICES SECTION/ FREE* 

NUCLEAR ENERGY FOR DESALTING. 1967/ 50P. (URROWS/ GRACE M.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! NUCLEAR ENERGY/ DESALTING/ WATER/ TECHNOLOGY/ WORLD/ U*S*. 

relevant to instruction IN! 16*0115/ 17*20/ 16*0604. 

SOURCE! (JSAEC/ EDUC. SERVICES SECTION/ FREE* 

NUCLEAR TERMS - A GLOSSARY/ SECOND EDITION* SOP* (USAEC/ DIV* OF TECHNICAL INFORMATION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! NUCLEAR/ GLOSSARY. RELEVANT TO INSTRUCTION IN! 16*0115 
17*20. 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

ATOMS/ NATURE/ AND MAN-MAN-MADE RADIOACTIVITY IN THE ENVIRONMENT* 1966/ 57P. (HINES/ NEAL 
0 « ) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL^ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! ATOMS/ NATURE/ MAN/ RADIOACTIVITY/ ENVIRONMENT* RELEVANT 
TO INSTRUCTION IN! 16*0115/ 17*20. 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE. 

NUCLEAR POWER AND MERCHANT SHIPPING* 1965/ 40P * (DONNELLY/ WARREN H*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! NUCLEAR POWER/ MERCHANT SHIPPING/ FUEL/ ECONOMIC/ HEALTH/ 
SAFETY/ SERVICING/ TRAINING* RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20/ 17*08/ 

17*22* 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE* 



A POST-SECONDARY LEVEL* 

RADIOGRAPHY/ TRACER/ 
16*0115/ 17*20* 
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SPACE RADIATION* 1968/, 58P* (CORLISS/ WILLIAM R«) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: SPACE RADIATION/ 

RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20 

source: USAEC/ educ* services section/ free* 



PRESENTED ON A POST-SECONDARY LEVEL* 



TREMORS.s ALTITUDE/ MAGNET/ BELTS* 



THE 



FLllRTVF NEUTRINO* 1969/ 78P* (BERNSTEIN/ JEREMY) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 

DOCUMESrcoJTESTr^NCLSoEf ^NEUTRINO/ ORIGINS/ ELECTRON/ ISOTOPES/ NEUTRON/ PHOTON/ 
5 n?IrACTI0nL MASS/ SPIN/ LAWS/ PARTICLE-ANTIPARTICLE/ LEPTONS/ EXPERIMENTS* 
relevant TO INSTRUCTION IN: 16*0115/ 17*20* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

. SEC0ND.RY level. 

document"contents'*include?^ pile# nuclear reactor, relevant to instruction in: 

16*0115/ 17*20* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

EDUCATIONAL SERVICES AVAILABLE FROM ^HE DIVISION OF TECHNICAL INFORMATION: FILMS/ PACKETS/ 
- THE UNDERSTANDING THE ATOM SERIES/ THE WORLD OF THE ATOM SERIES* 4P * (USAEC/ DIV* OF 

^^'^^jTJJoGjrSSlCH^SSlY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE: FILMS/ PACKETS/ ATOM SERIES* RELEVANT TO INSTRUCTION 

IN : 16 * 0115/ 1 7 * 20 * 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

PRESERVING FOOD WITH ATOMIC ENERGY* 1970/ 43P* (PIZER/ VERNON) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: PRESERVING/ FOOD/ ATOMIC ENERGY/ 

RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20/ 16*0203* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 



SOURCES/ SAFETY/ FUTURE* 



C* L* ) 



FALLOUT FROM NUCLEAR TESTS* 1966/ 44P* (COMAR/ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ 
ILLUSTRATIONS ARE INCLUDED* 

document contents include: nuclear fallout/ CONCEPTS/ 

RELEVANT TO INSTRUCTION INI 16*0115/ 17*20* 

source; USAEC/ EDUC* SERVICES SECTION/ FREE* 



PRESENTED ON A POST-SECONDARY LEVEL* 



RADIONUCLIDES/ BIOLOGY* 



THE 



pucmtqtqv nP THE NOBLE GASES* 1967/ 48P* (CHERNICK/ CEDRIC L*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CHEMISTRY/ GASES/ 

RELEVANT TO INSTRUCTION IN: 17*20/ 16*0115* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 



RADON/ KRYPTON/ HELIUM/ NEON/ ARGON* 



THE 



KIATIIRAI RADIATION ENVIRONMENT* 1968/ 45P * (KASTNER/ 

NATURAL RADIATION cNVlKUNntM MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 



JACOB) 

TEXTBOOK WHICH MAY BE USED AS RESOUF 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: NATURAL RADIATION/ ENVIRONMENT/ 

CEREALS/ INTERNAL/ WATER* RELEVANT TO INSTRUCTION IN: 16*0115/ 17*20* 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 



EXTERNAL/ BRAZIL NUTS/ 



RADIOACTIVE WASTES* 1969/ 46P* (FOX/ CHARLES H*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: RADIOACTIVE WASTES/ NATURE/ 

DEVELOPMENT* RELEVANT TO INSTRUCTION IN: 16*0115/ 

source: USAEC/ EDUC* SERVICES SECTION/ FREE* 



MANAGEMENT/ 

17*20* 



RESEARCH/ 



ERIC 
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industrial atomic energy 



17.20 



LASERS. 1969/ 58P. (HELLMAN/ HAL) 

TEXTBOOK WHICH MAY BE USED AS HESOURCE MATERIAL/ PRESENTED ON A POST-SECO NOARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: LASERS/ ELECTROMAGNETIC/ WAVES/ LIGHT/ ATOM. RELEVANT TO 

INSTRUCTION iNt 16.0115/ 17.20. 

source: USAEC/ EDUC. services section/ FREE. 

SOURCES OF NUCLEAR FUEL. 1968/ 67P. (SINGLETON/ JR./ ARTHUR H. ) 

textbook which may be USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: SOURCES/ NUCLEAR FUEL. RELEVANT TO INSTRUCTION IN: 

16.0115/ 17.20/ 16.0116. 

source: USAEC/ FREE. 

HOW TO BUILD A SMALL CYCLOTRON. 10/1965/ 23P. (USAEC/ DIV. OF TECH* INFORMATION) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CYCLOTRON/ HOW TO BUILD/ DESIGN* RELEVANT TO INSTRUCTION 

in: 16.0115/ 17.20. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE* 

THE NUCLEAR ROCKET* 1967/ 24P. ( SCHWENK/ FRANCIS C./ JOHNSON/ PAUL G.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT contents INCLUDE: NUCLEAR ROCKET. RELEVANT TO INSTRUCTION IN: 16*0115/ 

17.20. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE* 

NUCLEAR REACTORS - PUTTING THE ATOM TO WORK* 03/1965/ 18P* (LOS ALAMOS SCIENTIFIC LAB*/ 
UNIV. OF CAL./ LOS ALAMOS/ N.M*/ OFFICE OF PUB. RELATIONS) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: NUCLEAR REACTORS. RELEVANT TO INSTRUCTION IN: 16.0115/ 

17.20. 

source: USAEC/ FREE. 

THE TWO-MILE LINEAR ELECTRON ACCELERATOR. 22P* (NEAL/ RICHARD B*) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT contents INCLUDE: LINEAR ELECTRON ACCELERATOR. RELEVANT TO INSTRUCTION 

in: 16.0115/ 17*20. . 

source: slac. 

THE STANFORD TWO-MILE ACCELERATOR. 16p. (USAEC) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: STANFORD/ TWO-MILE ACCELERATOR/ ELECTRON* RELEVANT TO 

INSTRUCTION IN) 16*0115/ 17.£0. 
source: USAEC. 

RARE EARTHS - THE FRATERNAL FIFTEEN. 1966/ 46P. ( GSCHNE I DNER/ JR./ KARL A.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: RARE EARTHS/ ELEMENTS/ HISTORY/ ATOMIC STRUCTURE/ 

CHEMISTRY/ PHYSICAL PROPERTIES/ APPLICATIONS* RELEVANT TO INSTRUCTION IN! 

16.0115/ 17*20. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE* 

CONTROLLED NUCLEAR FUSION* 1968/ 50P* (GLASSTONE/ SAMUEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CONTROLLED/ NUCLEAR FUSION/ SELF-SUST A I Nl NG FUSION/ 

PLASMAS/ PINCH SYSTEMS/ STELLARATOR SYSTEMS/ MAGNETIC MIRROR SYSTEMS/ ASTRDN SYSTEM/ 
RESEARCH. RELEVANT TO INSTRUCTION iNl 16*0115/ 17.20. 

source: USAEC/ EDUC. SERVICES SECTION/ FREE* 
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PLOWSHARE* 1966# SAP* (GERBER# CARL# HAMBURGER# RICHARD# HULL# E 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! PLOWSHARE# ENERGY# NUCLEAR 
RELEVANT TO INSTRUCTION IN! 16*0115# 17.20* 

SOURCE! USAEC# EDUC. SERVICES SECTION# FREE* 



>W* SEABROOK) 

A POST-SECONDARY 



level . 



EXPLOSION# EARLY WORK# FUTURE# 



MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 



SPECTROSCOPY* 1968# 60P* (HELLMAN# HAL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE 

document'^contents”include?^°spectroscopy# spectroscopes# wave motion# spectra# atom# 
ISOTOPES* RELEVANT TO INSTRUCTION IN! 16.0115# 17*20# 

SOURCE! USAEC# EOUC* SERVICES SECTION# FREE* 

NONDESTRUCTIVE TESTING* 1965# 38P* (BERGER# HAROLD) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 

DOCUMENrCONTENTS^lNCLUDE?^°NONOESTRUCTIVE TESTING# PENETRATING-RADIATION# ULTRASONIC 
METHODS# PENETRANT TECHNIQUES* RELEVANT TO INSTRUCTION IN! 17*20# 16*0115* 

SOURCE! USAEC# EDUC* SERVICES SECTION# FREE* 



FOOD 



PRESERVATION BY IRRADIATION* 1968# 58P* (URROWS# GRACE M. 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! FOOD PRESERVATION# IRRADIATION^ 
IN! 16*0115# 16*0203# 17*20* 

SOURCE! USAEC# EDUC* SERVICES SECTION# FREE* 



) 

ON 



A POST-SECONDARY LEVEL- 
RELEVANT TO instruction 



WHOLE BODY COUNTERS* 1967# 36P* (LENGEMANN# FREDERICK W*# WOODBURN# JOHN H* ) r.jc-i 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 

illustrations are INCLUDED* 

DOCUMENT contents INCLUDE! WHOLE BODY COUNTERS# SENSITIVE DETECTORS# LIQUID 

SCINTILLATION COUNTER# CRYSTAL COUNTERS# PROTECTION* RELEVANT TO INSTRUCTION IN. 
16*0115# 17*20* 

SOURCE! USAEC# EDUC* SERVICES SECTION# FREE* 

M I rRO S TRUCTU RE OF MATTER* 1967# 60P* (SWARTZ# CLIFFORD E*) ^ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 

document”contents”include?^°microstructure# matter# particles# forces# conservation 
LAWS* RELEVANT TO INSTRUCTION IN! 16*0115# 17*20* 

SOURCE! USAEC# EDUC* SERVICES SECTION# FREE* 



PRESENTED ON A POST-SECONDARY LEVEL* 



■V 



ACCELERATORS* 57P* (KERNAN# WILLIAM J*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# 

DOCUMENT CONTENTS INCLUDE! ACCELERATORS# RADIOACTIVITY# CYCLOTRON# SYNCHROCYCLOTRONS# 
LINEAR ACCELERATORS# RESEARCH* RELEVANT TO INSTRUCTION IN! 16*0115# 17*20* 

SOURCE! USAEC# EOUC* SERVICES SECTION# c-REE* 

PnUFR FROM RADIOISOTOPES* 1966# 41P* (MEAD# ROBERT L*# CORLISS# WILLIAM R*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! RADIOISOTOPES# SAFETY# RADIOISOTOPE GENERATOR# FUELS# 
ELECTRICITY# GENERATOR GEOMETRY* RELEVANT TO INSTRUCTION IN! 16*0115# 17*20* 
SOURCE! USAEC# EDUC* SERVICES SECTION# FREE* 

THORIUM AND THE THIRD FUEL* 1970# 46P* ( DUKERT# JOSEPH M*) 

TEXTBOO)< WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! THORIUM# PHYSICS# ECONOMICS# ELEMENTS# THORIUM REACTORS* 
RELEVANT TO INSTRUCTION IN! 16*0115# 17*20* 

SOURCE! USAEC# EOUC* SERVICES SECTION# FREE* 
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17.20 



NUCLEAR PROPULSION FOR SPACE. 1367< 56P. (CORLISS^ WILLIAM R.( 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! NUCLEAR PROPULSION/ SPACE/ GLOSSARY. RELEVANT TO 
INSTRUCTION IN! 16.0115/ 17.20. 

source: USAEC/ educ. services section/ free. 

NUCLEAR SCIENCE FOR SECONDARY STUDENTS. 10/1966/ 37P. (USAEC/ DIV. DF TECH. INFORMATION) 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! NUCLEAR SCIENCE/ ATOMIC STRUCTURE/ RADIOACTIVITY/ FISSION 
FUSION/ EFFECTS. RELEVANT TO INSTRUCTION IN! 16.0115/ 17.20. 

SOURCE! USAEC/ EDUC. SERVICES SECTION/ FREE* 

ARQONNE national LABORATORY RADIATION SAFETY TECHNICIAN TRAINING COURSE. 09/1966/ 359P. 
(MDE/ H. J./ LASUK/ S. R./ SCHUMACHER/ M. C. ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* (SAFETY). 

DOCUMENT CONTENTS INCLUDE! RADIATION SAFETY TECHNICIAN/ ATOMIC STRUCTURE/ IONIZATION 
ISOTOPES/ ENERGY/ RADIOACTIVITY/ ALPHA/ BETA/ GAMMA/ X RAYS/ NEUTRONS/ CONCEPTS/ 
SHIELDING/ BIOLOGY/ STANDARDS/ INTERNAL DOSE/ PRINCIPLES/ PHYSICS/ AIR SAMPLING/ 
REACTORS I HOT CELLS. RELEVANT TO INSTRUCTION IN! 07.0501/ 16.0115/ 17.20. 
SOURCE! COMMERCE/ $3.00. 

RADIOISOTOPES AND LIFE PROCESSES. 1967/ SOP. (KISIELESKI/ WALTER E./ BASERQA/ RENATO) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! RADIOISOTOPES/ LIFE PROCESSES/ CELL/ DNA/ RNA/ PROTEIN. 

RELEVANT TO INSTRUCTION IN! 07.05/ 16.0115/ 17.20. 

SOURCE! USAEC/ EDUC. SERVICES SECTION/ FREE. 

TRACING LIFE PROCESSES WITH RADIOISOTOPES - EXPERIMENTS IN BIOLOGICAL SCIENCE. 10/1967/ 
93P. (HURLBURT/ EVELYN M.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! LIFE PROCESSES/ RADIOISOTOPES/ RADIOTRACERS/ ELEMENTS/ 
HEMATOLOGY/ IODINE METABOLISM/ RADIOPHOSPHDRUS/ BIOSYNTHESIS/ GLUCOSE METABOLISM. 
RELEVANT TO INSTRUCTION IN! 17*20/ 16*0115/ 07*05* 

SOURCE! USAEC/ EDUC* SERVICES SECTION/ FREE* 

PLUTONIUM. 196Ai 53P. (MINER/ WILLIAM N. ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POS T- SE CONDAR Y LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! PLUTONIUM/ FORMATION/ PRODUCTION/ PROPERTIES/ USES/ 
HANDLING/ GLOSSARY* RELEVANT TO INSTRUCTION IN! 17*20/ 16.0115* 

SOURCE! USAEC/ FREE* 

NEUTRON ACTIVATION ANALYSIS* 196A/ 28P* (CORLISS/ WILLIAM R*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! NEUTRON/ ACTIVATION ANALYSIS/ FUNDAMENTAL/ APPLICATIONS/ 
TECHNICAL CONSIDERATIONS* RELEVANT TO INSTRUCTION IN! 16*0115/ 17*20. 

SOURCE! USAEC/ FREE* 

ATOMIC POWER SAFETY* 1964/ 38P. (HOGERTON/ JOHN F.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* (SAFETY). 

Document contents include: atomic power/ safety/ accident prevention/ containment/ 

LICENSING/ REGULATION/ SAFETY RESEARCH* RELEVANT TO INSTRUCTION IN! 17*20/ 
16*0115* 

SOURCE! USAEC/ FREE* 

DIRECT CONVERSION OF ENERGY* 1964/ 34P* (CORLISS/ WILLIAM R* ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A PDST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE! CONVERSION/ ENERGY/ DIRECT ENERGY CONVERSION/ DYNAMIC 
ENERGY CONVERSION/ THERMOELECTRICITY/ THERMIONIC CONVERSION/ MAGNETOHYDRODYNAMIC 
CONVERSION/ CHEMICAL BATTERIES/ FUEL CELL/ SOLAR CELLS/ NUCLEAR BATTERIES* RELEVANT 
TO INSTRUCTION IN! 17*20/ 16.0115* 

SOURCE! USAEC/ FREE* 
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ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE INSTALLATION/ SAFE OPERATION/ 
INTERPRETATION/ AND M A INTENANCE OF INDUSTRIAL »X-RAY» EQUIPMENT* TRAINING ALSO INCLUDES 
ATOMIC THEORY/ OPERATING PROCEDURES/ RADIATION PROTECTION STANDARDS AND INSTRUMENTS/ 
PHOTOGRAPHIC FILM/ ANO INTERPRETATION OF FILM EXPOSURES* 



INDUSTRIAL RADIOGRAPHY: INSTRUCTOR'S GUIDE* 1968/ 54P* (U*S* DEPT OF HEALTH/ EDUCATION/ 

ANO WELFARE/ OFFICE OF EDUCATION U*S* ATOMIC ENERGY COMMISSION) 

TEACHER«ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON 

docSmJn?“SI!?e5?s‘'inc1:ude: industrial radiography, lessons, examination, relevant to 

INSTRUCTION IN: 17.SOOS. 

source: GPO, 1780-043A, *0.40* 



INOUSTRIAL uses of RAOIOISOTOPES: 17.2003 



AND 



ORGANIZED LEARNING EXPERIENCES CONCERNED WITH THE INDUSTRIAL USE OF RADIOISOTOPES IN 
PRODUCTION AND CONTROL OPERATIONS. TRAINING ALSO INCLUDES ATOMIC THEORY, 

ELE?trS5Sc ?hEORY, operating procedures, SPECIALIZED INSTRUMENTATION, RADIATION PROTECTION, 
PROCESS AND QUALITY CONTROLS, INTERPRETATION, AND RECORDKEEPING. 



TPI FnPFRATQR CONTROLS* 02/1969, 162P«> (CORLISS, WILLIAM R., JOHNSEN, EDWIN G.) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN, PRESENTED ON A POST-SECONDARY LEVEL* 

DOCUMENt'^CONTENTs'^INCLUDE: teleoperator CONTROLS, CONTROL SUBSYSTEM, CONTROL THEORY, 

SaScHINE INTERFACE, DISPLAYS. RELEVANT TO INSTRUCTION IN: 17*2003, 16*0399, 

07.0403. 

source: commerce, * 3 . 00 . 

RADIOISOTOPE TECHNIQUES FOR INSTRUCTION IN THE BIOLOGICAL SCIENCES - LIST OF ANNOTATED 
REFERENCES* 03/1967, 32P* (HURLBIJRT, EVELYN M«) 

^^REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL, PRESENTED ON A POST-SECONDARY 

DOCUMENT CONTENTS INCLUDE: RADIOISOTOPE, TECHNIQUES, EXPERIMENTS, RADIATION BIOLOGY, 

NUCLEAR, HIGH SCHOOL, PRINCIPLES. RELEVANT TO INSTRUCTION IN: 17*2003, 16'*0115. 

source: COMMERCE, TID 21262, •3*00. 

RAOIOISOTOPES IN THE BIOLOGICAL SCIENCES - AN ANNOTATED BIBLIOGRAPHY OF SELECTED LITERATURE. 

°‘*^JEFERElcrBOOI<'^wSlCH^MiY^E‘^ AS RESOURCE MATERIAL, PRESENTED ON A POST-SECONDARY 

DOCUMENT CONTENTS INCLUDE: RADIOISOTOPES, PHYSIOLOGY, ECOLOGY, ENTOMOLOGY, TENETICS, 

IMMUNOLOGY, MICROBIOLOGY, NUTRITION. .RELEVANT TO INSTRUCTION IN: 16.0115, 

17*2003. 

SOURCE: COMMERCE, TID 3585, *6.00* 



INDUSTRIAL ATOMIC ENERGY, OTHER: 17.2099 

INCLUDE HERE OTHER SUBJECT MATTER AND EXPERIENCES EMPHASIZED IN INDUSTRIAL ATOMIC ENERGY 
PROGRAMS WHICH ARE NOT LISTED OR CLASSIFIABLE ABOVE* (SPECIFY.) 




? 




0 INDUSTRIAL ATOMIC ENERGY^ OTHER: 17.E099 

RADIANT ENERGY IN RELATION TO FORESTS. 12/1965> lllP. (REIFSNYOER> WILLIAM E. 
HOWARD W.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY 
STATIGTICS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: RADIANT ENERGY# FORESTS# PHYSICAL LAWS# SOLAR# 

MEASUREMENT# INFLUENCE. RELEVANT TO INSTRUCTION IN: 01.0601# 17.2099 

SOURCE: GPO# 0100-0251# *0.40. 







$ LULL/ 
LEVEL • 
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CLASSROOM/ LABORATORY/ AND PRACTICAL 
METERS/ INSTRUMENTS/ WATCHES AND CLOCKS/ AND 
INCLUDES EXPERIENCES IN DIAGNOSING MALFUNCTIONS/ 
FAULTY PARTS/ CLEANING/ ASSEMBLING AND 
METERS AND STANDARDS* 



EXPERIENCES CONCERNED WITH MAINTAINING AND REPAIRING 

OTHER PHYSICAL MEASURING DEVICES* INSTRUCTION 
DISASSEMBLING/ REPAIRING AND/OR REPLACING 
ADJUSTING/ AND USING SPECIAL BENCH AND HANDTOOLS/ 



INSTRUMENTS (OTHER THAN WATCHES AND CLOCKS)! 17*2101 



CLASSROOM/ LABORATORY/ 

VARIOUS TYPES OF METERS AND OTHER 
AIR-CONDITIDNI NQ CONTROLS/ DIAL PRESSURE 
MEASURING/ AND RECORDING DEVICES/ OPTICAL 
INSTRUMENTS. 
repairing and/or replacing faulty PARTS/ 
SPECIAL BENCH AND HANDTOOLS/ METERS/ AND 



and practical experiences concerned with maintaining and 

TYPES OF MEASURING AND CONTROL DEVICES/ E*Q*/ HEATING AND 

GAUGES/ SCALES AND BALANCES/ ELECTRICAL CONTROLLING/ 
INSTRUMENTS/ AND NAVIGATIONAL AND AERONAUTICAL 

INSTRUCTION INCLUDES EXPERIENCES IN DIAGNOSING MALFUNCTIONS/ DISASSEMBLING/ 
INSTRUCTION INCLOUtb (.LEANING/ ASSEMBLING/ AND ADJUSTING/ AND USING 

STANDARDS* 



nDTiTAiMAN 1 AND C. 1966/ 179P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

?e!!?SoJk HSlCH m1? BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED DN A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 
document contents include: shop SUPERVISION/ METALS/ LIGHT/ RANGEFINDER/ PERISCOP^/ 

5eLEsJop°, IRAINim FILM LIST, BINOCULAR. RELEVANT TO INSTRUCTION INI 17.2101, 

17*22* 

source: QPO/ 0B47»0086/ »1*25* 



OPTICALMAN 3 AND 2* 1966/ 480P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE.' OPTICAL QLASSi LIQHTi IhAQESi MIRRORSj LENSESj PRISMS# 

OPTICAL INSTRUMENTS/ MACHINING OPERATIONS/ TELESCOPES/ SPYGLASSES/ MAGNETIC 
OPTICAL INSTRUMENTS/ SEXTANTS/ STADIMETERS, TELESCOPIC ALIDADES/ 

RELEVANT TO INSTRUCTION IN! 17*2101/ 



COMPASSES/ 
BINOCULARS/ 
source: QPO/ 



AZIMUTH/ BEARING 
TRAINING FILM LIST * 
0847-0135/ *3*50* 



17*22* 



o 
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MARITIME OCCUPATIONS 



17.22 



CLASSROOM/ LABORATORY/ THEORY/ AND PRACTICAL EXPERIENCES CONCERNED WITH PREPARATION FOR THE 
PERFORMANCE OF TASKS ON FRESH-WATER AND SEAGOING SHIPS/ TUGBOATS/ BARGES/ FLOATING DRYDOCKS/ 
AND OTHER MARINE CRAFT AND FLOATING STRUCTURES/ AS WELL AS RELATED HARBOR AND DOCK MACHINERY 
AND EQUIPMENT. FIREFIGHTING/ LIFEBOAT WORK/ AND SWIMMING ARE TAUGHT TO ALL PUPILS* EMPHASIS 
IS ON FIBER AND WIRE ROPE HANDLING AND SPLICING/ CHIPPING AND PAINTING THE HULL/ CARGO 
HANDLING GEAR AND GROUND TACKLE/ AND WATCHSTANDING AND LOOKOUT IN THE DECK DEPARTMENT! 
MAINTENANCE/ OPERATION/ REPAIR/ AND SERVICING MAIN ENGINES AND AUXILIARY STEAM/ 

REFRIGERATION/ WATER/ AND ELECTRICAL SYSTEMS IN THE ENGINE DEPARTMENT/ AND STOREKEEPING/ FOOD 
PREPARATION AND SERVICE/ AND CABIN UPKEEP IN THE STEWARD DEPARTMENT. 



OPTICALMAN 1 AND C« 1966/ 179P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! SHOP SUPERVISION/ METALS/ LIGHT/ RANGEFINDER/ PERISCOPES/ 
TELESCOPE/ TRAINING FILM LIST/ BINOCULAR. RELEVANT TO INSTRUCTION IN! 17.2101/ 
17.22* 

source: QPO/ ORA7-0086/ *1.25. 



OPTICALMAN 3 AND 2* 1966/ 480P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! OPTICAL GLASS/ LIGHT/ IMAGES/ MIRRORS/ LENSES/ PRISMS/ 
OPTICAL INSTRUMENTS/ MACHINING OPERATIONS/ TELESCOPES/ SPYGLASSES/ MAGNETIC 
COMPASSES/ AZIMUTH/ BEARING CIRCLES/ SEXTANTS/ STADIMETERS/ TELESCOPIC ALIDADES/ 
BINOCULARS/ TRAINING FILM LIST* RELEVANT TO INSTRUCTION IN! 17*2101/ 17*22. 
source: GPO/ 0847-0135/ *3.50. 



PRINCIPLES OF NAVAL ENGINEERING. 
REFERENCE BOOK WHICH MAY BE 
LEVEL. ILLUSTRATIONS ARE 
DOCUMENT CONTENTS INCLUDE! 
BUOYANCY/ ENGINEERING THE 
MEASUREMENT/ THERMODYNAMI 
EXCHANGERS/ PIPING/ FITTI 
REFRIGERATION/ AIR CONDIT 
ENGINES/ GASOLINE ENGINES 
ANNOTATED BIBLIOGRAPHY. 
17*0302/ 17*32. 
source: QPO/ 0847-0127/ $6 



1966/ 737P. (DEPT 
USED AS RESOURCE MA 
INCLUDED. 

NAVAL SHIP/ SHIP DE 
ORY/ SHIP PROPULSION 
CS/ STEAM TURBINE/ P 
NQS/ VALVES/ COMPRES 
lONiNG/ ELECTRICAL S 
/ GAS TURBINES/ NUCL 
RELEVANT TO INSTRUCT 

.75. 



. OF NAVY/ BUREAU OF 
TERIAL/ PRESENTED ON 

SIGN/ CONSTRUCTION/ S 
/ SHIP STEERING/ LUBR 
ROPULSION BOILERS/ CO 
SED AIR PLANTS/ DISTI 
YSTEMS/ PROPULSION PL 
EAR POWER PLANTS/ SHI 
ION IN! 16.0104/ 1 



NAVAL PERSONNEL) 
A POST-SECONDARY 

TABILITY/ 
ICATION/ 
NDENSERS/ HEAT 
LLINQ PLANTS/ 
ANTS/ DIESEL 
P MAINTENANCE/ 
7*03/ 17*22/ 



FIREMAN* 1966/ 172P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! ENGINEERING FUNDAMENTALS/ SHIP PROPULSION/ STEAM CYCLE/ 
BOILERS/ STEAM TURBINES/ REDUCTION GEARS/ INSTRUMENTS/ PUMPS/ VALVES/ INTERNAL 
COMBUSTION ENGINES/ TRAINING FILM LIST/ GLOSSARY/ PIPING. RELEVANT TO INSTRUCTION 
in: 17*32/ 17.22/ 17*0802. 

source: QPO/ 0847-0071/ *1.00. 



MACHINIST'S MATE 3 AND 2. 1968/ 423P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE! STEAM TURBINES/ REDUCTION GEARS/ PUMPS/ PIPING/ VALVES/ 
HEAT EXCHANGERS/ A-I,i?_ EJECTORS/ LUBRICATION/ REFRIGERATION/ AIR CONDITIONING/ 
DISTILLING PLANTS/ COMPRESSED AIR PLANTS/ LATHES/ TRAINING FILM LIST* RELEVANT TO 
INSTRUCTION IN! 17*22/ 17*1007/ 16*011099/ 17*0802* 
source: GPO/ 0847-0080/ *2*50* 

MACHINISTS MATE 1 AND C* 1968/ 201P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: TURBINES/ REDUCTION GEARS/ STEAM-DRIVEN GENERATORS/ AIR 

EJECTORS/ PUMPS/ PIPING/ VALVES/ DISTILLING PLANTS/ AIR CONDITIONING/ REFRIGERATION/ 
PROPULSION PLANT/ SHIP REPAIR/ TRAINING FILM LIST/ HEAT EXCHANGERS** RELEVANT TO 
INSTRUCTION In: 17.22/ 17*1007/ 16*011099/ 17*0802. 

source: QPO/ 0847-0079/ *2*25. 
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fKiTonniirTT nw in «?ONAR. 1968/ 181P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

”°REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

Ti I IIST R AT I ONS ARE INCLUDED* (SAFETY). 

DOCUMENT CONTENTS INCLUDE) SONAR/ SUBMARINES/ BEARINGS/ PHYSICS OF SOUND/ 

BATHYTHERMOGRAPH/ COMMUNICATIONS/ SAFETY/ TEST EQUIPMENT/ TRAINING FILM LIST* 
RELEVANT TO INSTRUCTION IN) 17*0802/ 17*22* 

GPO/ 0847-0093/ $1*50* 



source: 



light LISTS AND OTHER MARINE AIDS/ VOL* III*/ PACIFIC 
307P* (OEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ 
DOCUMENT CONTENTS INCLUDE: SEACOAST/ BAYS/ RIVERS/ 

INSTRUCTION IN) 17*22/ 17*0802. 

source: GPO/ 5012-0008/ i4*25* 



COAST AND PACIFIC ISLANDS. 1969/ 



PRESENTED ON A 
HARBOPo/ ISLANDS. 



SECONDARY 

RELEVANT 



LEVEL* 

TO 



AZIMUTHS OF THE SUN AND OTHER CELESTIAL BODIES OF DECLINATION 
1<565/ 226P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
DOCUMENT CONTENTS INCLUDE) AZIMUTHS* RELEVANT TO INSTRUCTION 
source: GPO/ 0842-0017/ $3*50* 



0 TO 23/ H.O. PUB. NO* 260* 



ON A SECONDARY LEVEL* 
in: 17.22/ 17.0802* 



TABLES OF COMPUTED ALTITUDE ANO AZIMUTH LATTITUDES 30 - 

VOL IV* 1969/ 263P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

reference book which may be used as resource MATERIAL/ PRESENTED 
DOCUMENT CONTENTS INCLUDE) TABLES/ COMPUTED ALTITUDE/ 

TO INSTRUCTION IN) 17*22/ 17*0802* 
source: GPO/ 0842-0040/ $6*00* 



INCLUSIVE. H.O. PUB. NO* 214/ 



ON A SECONDARY LEVEL* 
AZIMUTH LATTITUDES* RELEVANT 



249/ 



SIGHT REDUCTION TABLES FOR AIR NAVIGATION (SELECTED STARS) EPOCH 1970*0 H*0* PUB* 

VOL* 1* 1967/ 324P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) ocrnk.n*Dv i run 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
CoS?FN?S INCLUD^^^ SIGHT REDUCTION TABLES/ AIR NAVIGATION. RELEVANT TO 
INSTRUCTION IN) 17*0802/ 17*22* 

source: GPO/ 0 203*22:249/V* 1/967/ $J*7’o. 

HEADQUARTERS) 



27/10/1967/ 238P* (DEPT* OF THE ARMY 

MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 



MARINE CREWMAN'S HANDBOOK TM 55-501 

TEXTBOOK WHICH MAY BE USED AS RESOURCE 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE) CREWMAN/ SMALL BOAT 

DOCUMENT CONTEms i r- WEATHER INDICATIONS/ COMMUNICATIONS/ RULES OF THE 

GLOSSARY* RELEVANT TO INSTRUCTION IN) 17*22/ 



CONSTRUCTION/ SHIP CONSTRUCTION/ 



PILOTING/ EMERGENCY PROCEDURES/ 

ROAO/ SEAMANSHIP/ MACHINERY/ TACKLE/ 
17*08. 

source: GPO/ 0820-0122/ $2*00* 



A LIFT NET FOR CATCHING BAIT FISH ATTRACTED TO LIGHT* 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE) LIFT NET/ CATCHING/ 
IN) 17.22/ 17*08* 

source: GPO. 



04/1971/ 3P* (FLOYD/ HILTON M*) 
PRESENTED ON A SECONDARY LEVEL* 

BAIT FISH* RELEVANT TO INSTRUCTION 



SKIPJACK TUNA 
SUMIDA/ RAY F * ) 
MATERIAL/ PRESENTED 



ANALYSIS OF THE OPERATIONS OF SEVEN HAWAIIAN 
1967* 03/1971/ 25P* (UCHIDA/ RICHARO N./ 

PAMPHLET WHICH MAY BE USED AS RESOURCE 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: ANALYSIS/ OPERATIONS/ 

INSTRUCTION IN) 17*08/ 17*22* 

$ 0 • 35 • 



FISHING VESSELS/ JUNE-AUGUST 



ON A SECONOARY LEVEL * 



TUNA/ FISHING VESSELS* RELEVANT TO 



SOURCE : 



GPOi 



OFFICIAL U*S* COAST GUARD RECREATIONAL BOATING GUIDE* 06/1966/ ^ J . 

RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 



guide* 06/1966/ 93P* 

REFERENCE BOOK WHICH MAY BE USED AS 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE) RECREATION/ BOATING 

°°EMERQENCY PROCEOURES/ SAFETY* RELEVANT TO INSTRUCTION IN) 01*0602/ 01*0705/ 
17*08/ 17*22* 

SOURCE) GPO/ 5012-0002/ $0*60* 



GUIDE/ EQUIPMENT/ NAVIGATION AIOS/ 





- 






! 



L 
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MARITIME OCCUPATIONS 



17.22 



AMERICAN PRACTICAL NAVIGATOR - BOWOITCH H.O. PUB* NO. 9. 1966/ 1524P* (U*S. NAVY/ NAVAL 

oceanographic OFFICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: NAVIGATOR/ FUNDAMENTALS/ PILOTING/ DEAD RECKONING/ 

ELECTRONIC/ CELESTIAL/ PRACTICE/ OCEANOGRAPHY/ HEATHER/ HYDROGRAPHY. RELEVANT TO 
INSTRUCTION INI 17.08/ 17.22/ 16.0604. 

source: qpo/ O 842 - 002 I/ » 7 .oo. 



NUCLEAR POWER AND MERCHANT SHIPPING. 1965/ 40P. (DONNELLY/ WARREN H.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: NUCLEAR POWER/ MERCHANT SHIPPING/ FUEL/ 

SAFETY/ SERVICING/ TRAINING. RELEVANT TO INSTRUCTION IN: 16.01 

17.22. 

source: USAEC/ educ. services section/ free. 



-SECONDARY LEVEL* 

ECONOMIC/ HEALTH/ 
15/ 17.20/ 17.08/ 







metalworking; 17*23 



t.5 



i; 



ORGANIZED SPECIALIZED LEARNING EXPERIENCES 
THEY RELATE TQ THE PLANNING/ MANUFACTURING 
MECHANISMS/ MACHINES/ AND STRUCTURES IN WH 
heat TREATED/ CUT/ TWISTED/ BENT/ PRESSED/ 
INSTRUCTION EMPHASIZES KNOWLEDGE/ SKILLS/ 
VARIOUS TYPES OF SKILLED AND SEMISKILLED E 



WHICH INCLUDE 
/ ASSEMBLING/ 
ICH MATERIALS 
STAMPED/ FUSE 

and understand 

MPLOYMENT AS W 



THEORY/ LABORATORY/ AND SHOPWORK AS 
TESTING/ AND REPAIRING OF PARTS/ 
are CAST/ FORMED/ SHAPED/ MOLDED/ 

0/ MARKED/ OR OTHERWISE WORKED UPON. 
INGS WHICH LEAD TO PREPARATION FOR 
ELL AS helper-type JOBS. 



VOLi E - METAL TECHNOLOGY 



I» 1968/ 250P. (US DEPT* OF JUSTICE/ 



aerospace TECHNOLOGY/ 

BUREAU OF PRISONS) ncQTRM. PRESENTED ON A SECONDARY LEVEL. 



FORMING. relevant TO INSTRUCTION IN; 17.23. 

source; bureau of prisons/ free* 



F - metal technology II. 1968/ 250P. (US DEPT. OF JUSTICE/ 



AEROSPACE TECHNOLOGY/ VOL* 

„AV BE USEB Se“l"fEbSSuS ME5rLs"N0NrERR;uS 

relevant 

TO INSTRUCTION INI 17-23. 

source; bureau of prisons/ free* 



THE AEROSPACE INDUSTRY* 1968/ 200P * (US 



aerospace TECHNOLOGY/ VOL* A/ ORIENTATION TO 

°";»?BOOK”;fcH ^“fBE SsEris°R|oUR« ^^^RIAL, RRESENTED ON A SECONB.^ 

source; bureau of prisons/ free* 

CASH VALUES IN INDUSTRIAL SCRAP. °^^J^67/ 4P. (RICE/ J^ 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEID 
DOCUMENT CONTENTS INCLUDE! CASH VALUES/ INDUSTRIAL SC /.P 
in; 17.17/ 17.23/ 04.09. 

source; sba/ free. 



ON A SECONDARY LEVEL* 
RELEVANT TO INSTRUCTION 



foundry; 17.2301 

SPECIALIZED CLASSROOM AND SHOP °J®J°]Jo°peSroSs'^JSmnDRIEs!°^INSTRUCTION^ 

FTukJ^Rriru?pSEN^;^5rRloSr iSo^^RrFSrCTS^;E^r;^ASS°^A^O^i.A’2SlJI MOLDING/ FOUNDRY 

SsTR^aJo M^tIlLURGY/ COREMAKING/ CHIPPING/ AND GRINDING. 



o 

ERIC 



NUMERICAL CONTROL OF MACHINE TOOLS t 

^°^TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN 
SECONDARY LEVEL. ILLUSTRATIONS INCLUDED. 

DOCUMENT CONTENTS INCLUDE! COURSE UNITS/ NUMERICAL 
POINT-TO-POINT SYSTEM. 

17.2307. 

source; GPO/ 1780-0707/ 



POINT-TO-POINT SYSTEM. 1970/ 94P. (HEW/ OFFICE OF 



CURRICULUM DESIGN/ PRESENTED ON A 
CONTROL; MACHINE TOOLS/ 

RELEVANT TO INSTRUCTION IN; 16.0114/ 17.2303/ 17.2301/ 

$ 1 . 00 * 



17r.r- 
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machine shop: 



17.2302 



SPECIALI2E0 CLASSROOM ANO SHOP EXPERIENCES CONCERNEO 
INSTRUCTION INVOLVES MAKING COMPUTATIONS RELATING TO 
SPEEOS OF MACHINING. ALSO EMPHASIZEO ARE! WORK ON 
MACHINES/ GRINOERS/ 



ALL ASPECTS 
OIMENSIONS/ 



OF SHAPING METAL PARTS. 
TOOLING/ FEEOS/ ANO 



MICROMETERS/ ANO 
REAOING/ ANO THE 
REPAIR all machines. 



WITH 
WORK 

THE BENCH ANO ON LATHES/ SHAPERS/ MILLING 
ANO ORILLS/ uses OF PRECISION MEASURING INSTRUMENTS SUCH AS LAYOUT TOOLS/ 
GAUGES/ METHODS OF MACHINING ANO HEAT TREATMENT OF VARIOUS METALS/ BLUEPRINT 
LAYOUT OF machine PARTS. INSTRUCTION PREPARES THE PUPIL TO OPERATE ANO 



NATIONAL POLICY OF APPRENTICESHIP FOR MACHINIST (AUTOMATIC SCREW-MACHINES) OEVELOPEO BY 
NATIONAL SCREW MACHINE PROOUCTS ASSOCIATION - A GUIOE FOR THE SCREW MACHINE PROOUCTS 
INOUSTRY. 1969/ 18P. (OEPT. OF LABOR/ BUR. OF APPRENTICESHIP ANO TRAINING) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 
DOCUMENT CONTENTS INCLUOE: APPRENTICESHIP/ MACHINIST/ AUTOMATIC SCREW-MACHINES/ 

GUIDE/ SCREW MACHINE PROOUCTS. RELEVANT TO INSTRUCTION IN! 17.2303/ 17.2302. 

source: gpo/ 2906-0002/ «o.20. 



THE 



PRESENTEO ON A POST-SECONOAR Y 



technical report on occupations in NUMERICALLY CONTROLLEO METAL-CUTTING MACHINING. 1968/ 
91P. (OEPT. OF LABOR/ MANPOWER AOMlN.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ 

LEVEL . 

OOCUMENT CONTENTS INCLUDE! OCCUPATIONS/ METAL-CUTTING MACHINING/ 

IMPLICATIONS/ OCCUPATIONAL OESCRIPTIONS/ OEFINITIONS/ GLOSSARY. 

INSTRUCTION IN! 17.2302/ 17.2303. 

SOURCE! GPO/ 2913-0007/ $0.45. 



NUMERICAL 

RELEVANT 



CONTROL/ 

TO 



MACHINE SHOPS - JOB TYPE. 06/1968/ lOP. 
REFERENCE BOOK WHICH MAY BE USEO AS 
OOCUMENT CONTENTS INCLUOE! MACHINE 



RELEVANT TO 
SOURCE! SBA/ 



INSTRUCTION 

FREE. 



IN! 



(NIEBEL/ B. W.) 

RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY 
SHOPS/ JOB TYPE/ INFORMATION/ BIBLIOGRAPHY. 



LEVEL. 



17.2302. 



machine tool OPERATION! 17.2303 

SPECIALIZEO learning EXPERIENCES TO PREPARE A SEMISKILLED WORKER 
E.G./ LATHE/ GRINDER/ DRILL PRESS/ MILLING MACHINE/ OR SHAPER. 



TO RUN ONLY ONE MACHINEi 



OF machine TOOLS! POINT-TO-POINT SYSTEM. 1970/ 94P. (HEW/ OFFICE 



OF 



NUMERICAL CONTROL 
EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO IN CURRICULUM DESIGN/ PRESENTEO ON A 
SECONOARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

OOCUMENT CONTENTS INCLUOE! COURSE UNITS/ NUMERICAL CONTROL/ MACHINE TOOLS/ 

POINT-TO-POINT SYSTEM. RELEVANT TO INSTRUCTION IN! 16.0114/ 17.2303/ 17.2301/ 
17.2307. 

SOURCE! GPO/ 1780-0707/ $1.00. 

NATIONAL POLICY OF APPRENTICESHIP FOR MACHINIST (AUTOMATIC SCREW-MACHINES) OEVELOPEO BY THE 
NATIONAL SCREW MACHINE PROOUCTS ASSOCIATION - A GUIDE FOR THE SCREW MACHINE PROOUCTS 
INOUSTRY. 1969/ 18P. (OEPT. OF LABOR/ BUR. OF APPRENTICESHIP ANO TRAINING) 

WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY 



PAMPHLET 

OOCUMENT 

GUIDE/ 

SOURCE! 



CONTENTS INCLUOE! APPRENTICESHIP/ MACHINIST/ AUTOMATIC 
SCREW MACHINE PROOUCTS. RELEVANT TO INSTRUCTION IN! 
GPO/ 2906-0002/ $0.20. 



LEVEL. 
SCREW-MACHINES/ 
17.2303/ 17*2302. 



ERIC 



78 
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MACHINE TOOL OPERATION*. 17.2303 



CONTROLLED METAL-CU TT INQ MACHINING. 1968^ 
MATERIAL# PRESENTED ON A POST-SECONDARY 



TECHNICAL REPORT ON OCCUPATIONS IN NUMERICALLY 
91P. (DEPT. OF LABOR# MANPOWER ADMIN.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 

DOCUMENT CONTENTS INCLUDE: OCCUPATIONS# ME T AL-CU TT I NQ MACHINING# 

JSSuLnONS# OCCUPATIONAL DESCRIPTIONS# DEFINITIONS# GLOSSARY. 
INSTRUCTION INI 17.2302# 17.2303. 

source; gpo# 2913-0007# to. as. 



NUMERICAL 

RELEVANT 



CONTROL# 

TO 



CONTROL OF MACHINE TOOLS. 03/1965# 63P. (DEPT. OF LABOR# BUR. OF 



RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 



OUTLOOK FOR NUMERICAL 
labor STATISTICS) 

TEXTBOOK WHICH MAY BE USED AS 

nnJuMEKT"cONTENTs''lNCLUOEr°OUTLOOK, NUMERICAL CONTROL, MACHINE TOOLS, METALNORKINO 
JnSS^tr^^sI S^LJ^uoSa;; REOUIREMENTS. relevant to instruction ini 17.E303. 
source: gpo# 2901-0029# $0.^0. 



NAVAL PERSONNEL# 
TRAINING manual 



MACHINERY REPAIRMAN 3 AND 2. 1966# 298P. (BUREAU OF 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# 

SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE; MACHINERY# REPAIRMAN# T°°^S# METALS# 
MILLING OPERATIONS# GRINDING MACHINES# FILM LIST. RELEVANT TO 
17.2303# 17.27. 

source: gpo# 08A7-0133# *2.75. 



navy training COURSE) 
PRESENTED ON A 

PLASTICS# LATHES# 
INSTRUCTION IN*. 



METAL TRADES# COMBINED: 17.230A 



SPECIALI 

FABRICAT 

LAYOUT# 

ALINING# 



ZED LEARNING EXPER 
ING AND ASSEMBLING 
SEQUENCE OF OPERAT 
FITTING# AND WELD 



ENCES designed TO PREPARE AN ALL-ROUND METALWORKER 
A VARIETY OF PRODUCTS IN MANY INDUSTRIES. INSTRUCT 
ONS# SETTING UP AND OPERATING FABRICATING MACHINES; 

;ng parts: and designing and construction templates 



CAPABLE OF 
ION INCLUDES 
POSITIONING# 
AND FIXTURES. 



STEELWORKER 3 AND 2. 1965# A27P 

TEXTBOOK WHICH MAY BE USED 
SECONDARY LEVEL. ILLUSTR 
DOCUMENT CONTENTS INCLUDE: 
RIGGING# NOMENCLATURE# FI 
source: gpo# 08A7-0130# 



. (U.S. NAVY DEPT.# BUREAU OF 

AS RESOURCE MATERIAL# TRAINING 
ATIONS ARE INCLUDED. 
STEELWORKER# METALS# WELDING? 

lm list, relevant to instruct 

.75. 



NAVAL PERSONNEL) 

MANUAL PRESENTED ON A 

fiber line# WIRE ROPE# 

ION in: 17.230A# 17.2306. 



WELDING AND CUTTING*. 17.2306 



SPECIALIZED CLASSROOM AND SHOP 
BRAZING# AND FLAME CUTTING. I 
ELECTRICAL PRINCIPLES# WELDING 



EXPERIENCES CONCERNED W 

nstruction emphasizes PR 
SYMBOLS# AND MECHANICAL 



ITH ALL TYPES OF METAL WELDING# 
OPERTIES OF METALS# BLUEPRINT READING# 
DRAWING. 



SHIPFITTER 1 AND C. 1965# 158P. 
TEXTBOOK WHICH MAY BE USED 
SECONDARY LEVEL. ILLUSTR 
DOCUMENT CONTENTS INCLUDE*. 

TESTS# PIPING SYSTEMS# TR 
SOURCE*. GPO# 08A7-0137# *1 



(DEPT OF NAVY# BUREAU OF NAVAL 
IN CURRICULUM„OESIGN# TRAINING M 
ATIONS ARE INCLUDED. 

HEAT TREATMENT# WELDING# JOINT 
AINING FILM LIST. RELEVANT TO I 
. 00 . 



PERSONNEL) 

ANUAL PRESENTED ON A 

DESIGN# NONDESTRUCTIVE 
NSTRUCTION IN: 17.2306. 







] 
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WELDING AND CUTTING: 17-2306 



WELDING AND FLAME-CUTTING PROCESSES AND PRACTICES- 06/1968/ 8P- (JEFFERSON,- TED 0- ) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL- 
DOCUMENT CONTENTS INCLUDE: WELDING/ FLAME-CUTTING/ PROCESSES/ PRACTICES/ 

METALWORKING/ CONSTRUCTION- RELEVANT TO INSTRUCTION IN: 17-2306/ 17-17- 

source: sba/ free- 

STEELWORKER 3 AND 2- 1965/ 427P - (U-S- NAVY DEPT-/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL- ILLUSTRATIONS ARE INCLUDED- 
DOCUMENT CONTENTS INCLUDE! STEELWORKER/ METALS/ WELDING/ FIBER LINE/ WIRE ROPE/ 

RIGGING/ NOMENCLATURE/ FILM LIST- RELEVANT TO INSTRUCTION IN! 17-2304/ 17-2306- 
SOURCE; GPO/ 0847-0130/ 75- 



tool ANO DIE making: 17-2307 



ORGANIZED CLASSROOM AND 
METAL STOCK/ SETTING UP 
AND REPAIR METALWORKING 
HANDTOOLS/ INCLUDING INSTRUCTION IN 
SHOP MATHEMATICS/ METAL PROPERTIES- 



OUT 

MAKE 



SHOP EXPERIENCES CONCERNED WITH ANALYZING SPECIFICATIONS/ LAYING 
AND OPERATING MACHINE TOOLS/ AND FITTING AND ASSEMBLING PARTS TO 
DIES/ CUTTING TDOLS/ JIGS/ FIXTURES/ GAGES/ AND MACHINISTS' 

THE APPLICATION OF TOOL-AND-DIE DESIGNS AND CONSTRUCTION/ 
AND LAYOUT/ MACHINING/ AND ASSEMBLY PROCEDURES- 



NUMERICAL CONTROL OF MACHINE TOOLS: POINT-TO-POINT SYSTEM- 1970/ 94P- (HEW/ OFFICE OF 

EDUCATION ) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL- ILLUSTRATIONS ARE INCLUDED- 
DOCUMENT CONTENTS INCLUDE! COURSE UNITS/ NUMERICAL CONTROL/ MACHINE TOOLS/ 

POINT-TO-POINT SYSTEM- RELEVANT TO INSTRUCTION INI 16-0114/ 17-2303/ 17-2301/ 

17-2307- 

SOURCE: GPO/ 1780-0707/ $1 -00- 



LEARNING THE TOOL 
TEXTBOOK WHIC 
DOCUMENT CONT 
INSTRUCTION 
source: GPO/ 



AND DIE MAKER TRADE- 1970/ 18P- (DEPT- OF LABOR/ MANPOWER ADMIN-) 
H MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL- 
ENTS include: LEARNING/ TOOL AND DIE MAKER/ TRAINING- RELEVANT TO 

in: 17-2307- 

2900-0060/ $0-30- 




o o 

owl 










metallurgy: 17.24 
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CLASSROOM AND LABORATORY 
SAMPLES UNDER THE OIRECTION OP PHYSICAL 
OP METALS/ E.G*/ CRYSTALLINE STRUCTURE/ 
INSTRUCTION INCLUDES EXAMINING METALS 
detecting DEPECTS and the USE OF PRESSURE 



EXPERIENCES CONCERNED WITH ASSISTING IN EXAMINING AND TESTING METAL 
EXPERIENCES J j gT S FOR DETERMINING THE PHYSICAL PROPERTIES 

POROSITY/ HEMOGENEITY/ AND OTHER CHARACTERISTICS. 

WITH X-RAY/ GAMMA RAY/ AND MAGNETIC-FLUX EQUIPMENT FOR 
DEVICES/ HOT-ACID BATHS/ AND OTHER APPARATUS TO 



TEST HARDNESS/ TOUGHNESS/ AND OTHER 
TECHNOLOGY UNDER TECHNICAL EDUCATION.) 



PROPERTIES OP METALS. (SEE ALSO 16.0114 METALLURGICAL 



POST HIGH SCHOOL CURRICULUM. 11/1968/ 1 1 3P . 



(U 



HPTAi I IIRO TTAL technology; a SUGGESTED 2-YEAR 

HEALTH/ EDUCATION/ AND WELFARE/ OFFICE OF EDUCATION) 

GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ 

LEVEL* ,nni 

include: metallurgical technology/ post high school/ 

CURRICULUM/ COURSE OUTLINES/ LIBRARY/ COSTS. 



•S. DEPT OF 
TEACHER-ORIENTED 
POST-SECONDARY 
DOCUMENT CONTENTS 

VISUAL AIDS/ EQUIPMENT/ 



PRESENTED ON A 



TEXTBOOKS/ 



FACILITIES/ 



RELEVANT TO INSTRUCTION IN: 
source: GPO/ 1780-0424/ *1*25. 



16.0114/ 17.24. 



1969/ 24P. (USOI/ GEOLOGICAL SURVEY) 

MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
TECHNIQUES/ MINERAL. RELEVANT TO INSTRUCTION 



SUGGESTIONS FOR PROSPECTING. 

PAMPHLET WHICH MAY BE USED AS RESOURCE 
DOCUMENT contents INCLUDE) PROSPECTING/ 
in: 16.0114/ 17.24 . 

source: minerals. 

pwpi nRATTON assistance. 1969/ 20P. (USOI/ GEOLOGICAL SURVEY) 

pJJ^S^E? ShKH may be USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE) EXPLORATION/ MINERALS/ ASSISTANCE/ CONTRACTS/ COSTS. 
RELEVANT TO INSTRUCTION IN) 16.0114/ 17.24. 

source: minerals. 



IRON AND STEEL INDUSTRY. 1967/ 53P. (WALLING/ FAULKNER B./ 



AS RESOURCE MATERIAL/ PRESENTED DM A SECONDARY LEVEL. 



WATER REQUIREMENTS OF THE 
OTTS/ JR ./ LOUIS E . ) 

REFERENCE BOOK WHICH MAY BE USED 

OoJli!;SrJm?ENiriNcI!SoEf°».TER REQUIREMENTS, IRON INDUSTRY, STEEL INDUSTRY. 

RELEVANT TO INSTRUCTION IN) 01.0605/ 16.0114/ 17.24. 

source: GPO/ 2401,-0228/ $0*65. 
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PERSONAL services; 17.26 



PLANNED LEARNING EXPERIENCES CONCERNED WITH RENDERING A VARIETY OP PERSONAL SERVICES RELATED 
TO THE PHYSICAL APPEARANCE OF INDIVIDUALS. THESE EXPERIENCES INCLUDE GIVING VARIOUS KINDS OF 
BEAUTY TREATMENT/ APPLYING MAKEUP TO FACES OF STUDIO AND STAGE PERFORMERS/ ATTENDING CLIENTS 
TAKING BATHS/ ADMINISTERING ELEMENTARY MASSAGE/ AND FITTING WIGS. 



BARBERING: 17.S601 

CLASSROOM AND PRACTICAL EXPERIENCES CONCERNED WITH HAIR CUTTING AND STYLING/ SHAVING/ 
SHAMPOOING AND MASSAGING. EMPHASIS IS ON HYGIENE/ SKlN AND SCALP DISEASES/ AND STERILIZATION 
OF INSTRUMENTS AND UTENSILS. INSTRUCTION IS DESIGNED TO QUALIFY PUPILS FOR LICENSING 
EXAMINATIONS. 



SHIP SERVICEMEN'S HANDBOOK. 1967/ 298P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 
TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL. I LL USTR A T lOr'S ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: LAUNDRY/ TAILOR/ BARBER/ COBBLER. RELEVANT TO INSTRUCTION 

in: 04.15/ 17.2601/ 17.3402/ 17.16/ 17.3302/ 09.0103/ 09.0202. 

source: gpo/ 0347-0092/ *1.75. 
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plastics occupations: 17*27 



BEicH"S!loiHL"mi”o"5N?ERLJ“!;"U;'ANo“!NiSli2%LS^^^ 

INTO PRODUCTS. INSTRUCTION INCLUDES USING HAND AND POWER TO 



and with 

MATERIALS 



A'^ROSPACE TECHNOLOGY# VOL* C - WOOD AND PLASTICS TECHNOLOGY* 1968# 250P. (US 

risEP - -;-ueu« oesu. 

DOCUMENT CONTENTS INCLUDE. AEROSPACE . LAMINATING# GLUES# ADHESIVES# 

MS'crUN^ASEl^Sooi eJn SHE^ FARMING# MOLDING# CASTING# CUBING# FINISHING# 
Sa5Ks TES?^NgT relevant to instruction in: 17.27# 17.1001. 

source: bureau of prisons# free* 

...N O .QAt POUP. (BUREAU OF NAVAL PERSONNEL# NAVY TRAINING COURSE) 
SArBE"uSEi^ts%rsrURCE‘MA?ISu°L# TRAINING MANUAL PRESENTED ON A 

SECONDARY LEVEL . ILLUSTRATIONS ARE I ^ METALS# PLASTICS# LATHES# 

‘^°SaaLTERAnoJs#'G^^^^^ ^ilh list, relevant to instruction in: 

17.2303# 17.27. 

SOURCE: GPO# 0847»0133# *2*75* 
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^2 PUBLIC SERVICE OCCUPATIONS: 17«28 

PLANNED LEARNING EXPERIENCES CONCERNED WITH TRAINING FOR THE PERFORMANCE OF OCCUPATIONS 
LOCAL# GTATE# AND FEDERAL GOVERNMENT AGENCIES. THESE OCCUPATIONS USUALLY ARE CONCERNED 
SPECIALIZED ACTIVITIES LIMITED TO LOCAL# COUNTY# STATE# AND FEDERAL GOVERNMENTS# AND DO 
OCCUR ELSEWHERE IN THE ECONOMY. TYPICAL ACTIVITIES INCLUDE POLICE AND FIRE PROTECTION# 
EMERGEN'.Y AND RESCUE SQUAD WORK# SAFETY# SANITATION# TRANSPORTATION# AND SCHOOL BUS DRIVING. 



IN 

WITH 

NOT 



STANDARD FIRST AID TRAINING COURSE. 1965# 112P. (DEPT. OF NAVY# BUREAU OF NAVAL PERSONNEL) 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. (FIRST AID). 

DOCUMENT CONTENTS INCLUDE: FIRST AID# HEMORRHAGE# ASPHYXIATION# SHOCK# POISONING# 

WOUNDS# injuries# NBC AGENTS# RESCUE. RELEVANT TO INSTRUCTION INI 07.03# 17.28. 
SOURCE* QPO# 08^7*0070# S0»70* 

HOSPITAL CORPSMAN 1 AND C. 1967# 213P. (DEPT OF NAVY# BUREAU OF NAVAL PERCONNELI 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN# TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. (FIRST AID). 

DOCUMENT CONTENTS INCLUDE: FIRST AID# MINOR SURGERY# EMERGENCY PROCEDURES# DIET# 

PHARMACOLOGY# TOXICOLOGY# PRESCRIPTIONS# CLINICAL LABORATORY. RELEVANT TO 
INSTRUCTION IN: 07.0203# 07.0907# 17.28. 

source: gpo# 0347-0074# $1.50. 

ADMINISTRATIVE APPROACHES TO STAFF DEVELOPMENT IN PUBLIC WELFARE AGENCIES. 1968# 23P. 
(TAYLOR# ELEANOR K.# HAWKINS# EULENE# TEBOW# HILDA P.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: ADMINISTRATIVE# STAFF# WELFARE AGENCIES ORGANIZATION. 

RELEVANT TO INSTRUCTION IN: 17.28. 

source: gpo# 1760-0060# $0.25. 



HELPING PEOPLE 
19-23# 1965. 



IN GROUPS# SIX BACKGROUND PAPERS FROM THE WORKSHOP ON GROUP SERVICES - APRIL 
1966# 72P. (HEW# WELFARE ADMIN.# BUR. OF FAMILY SERVICES) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
DOCUMENT CONTENTS INCLUDE: HELPING# GROUPS# WELFARE AGENCIES# 

CHARACTERISTICS. RELEVANT TO INSTRUCTION In: 17.28. 

source: gpo# 1760-0046# $0.30. 



POST-SECONDARY LEVEL. 
SIGNIFICANCE# 



PERSPECTIVES IN PUBLIC WELFARE - A HISTORY. 1970# 107P. (COLL# BLANCHE D.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: PERSPECTIVES# PUBLIC WELFARE# HISTORY# REFORM. RELEVANT 

TO INSTRUCTION IN: 17.28. 

source; gpo# 1760-0059# $0.70. 

PRACTICE supervision: CRITERIA ANO GUIDELINES FOR DETERMINING THEIR 

APPROPRIATE functions. 1968# 16P. (BELL# JOANNNE I.) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: STAFF DEVELOPMENT# PRACTICE SUPERVISION# FUNCTIONS# 

GUIDELINES. RELEVANT TO INSTRUCTION IN: 17.28. 

source: gpo# 1763-0004# $0.15. 



DELINQUENCY PREVENTION STRATEGIES 
GUIDEBOOK WHICH MAY BE USED 
SPECIAL ASPECTS INCLUOE-- 
DOCUMENT CONTENTS INCLUDE: 
RECAPITULATION# REFORMS. 

source: gpo# 1766-0004# $o> 



• 1970# 20P. (EMPEY# LAMAR T.# LUBECK# STEVEN G.) 

AS RESOURCE MATERIAL# PRESENTED ON A POST-SECONDARY LEVEL. 

OISADVANTAGED/HANOICAPPED EXTERNAL: ENV I RDNMENTAL. 
DELINQUENCY# PREVENTION# THEORY# PRIORITIES# 

RELEVANT TO INSTRUCTION In: 16.0605# 17.28. 

ao. 




THE REENTRY OF THE OFFENDER INTO THE COMMUNITY. 1969# 22P. (STUDT# ELLIOT) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— OISADVANTAGED/HANOICAPPED EXTERNAL: ENVIRONMENTAL. 
DOCUMENT CONTENTS INCLUDE; OFFENDER# COMMUNITY# STATUS-PASSAGE# PAROLE# WORK# AGE. 
relevant to INSTRUCTION IN: 17.28# 16.0605. 

source: gpo# 1760-0033# $0.20. 
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PUBLIC SERVICE OCCUPATJONS: 17.28 

FOR THE EVALUATION OF IN-SERVICE TRAINING. 
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1968> 35P. (HEYMANi 



CRITERIA AND GUIDELINES 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL^ PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: CRITERIA^ GUIDELINES^ EVALUATION^ IN-SERVICE> TRAINING. 

RELEVANT TO INSTRUCTION IN: 17.28. 

source: GP0> 1760-0063> *0.25. 



03/1969> 63P. (U«S. DEPT. OF 



LEVEL . 

HELICOPTERS# 



ECONOMICS OF HIGHWAY EMERGENCY AMBULANCE SERVICES. 

TRANSPORTATION# NATIONAL HIGHWAY SAFETY BUREAU) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY 
DOCUMENT CONTENTS INCLUDE: EMERGENCY AMBULANCE SERVICES# COST ESTIMATES# 

SUBSIDIES# PLANNING# GUIDES. RELEVANT TO INSTRUCTION IN: 07.0908# 17.28. 

source: gpo# sooa-oooi# ao.bb. 

COMMUNITY PLANNING IN PUBLIC WELFARE. 1968# 72P« (HEW# SOCIAL AND REHABIL I T A T I ON A OM IN . ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT contents INCLUDE: COMMUNITY PLANNING# PUBLIC WELFARE. RELEVANT TO 

INSTRUCTION IN: 17.28. 

source: GPO# 1760-00A8# AO.BO. 



r. 
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FIREMAN training: 17.2801 

SPECIALIZED CLASSROOM ANO PRACTICAL EXPERIENCES CONCERNED WITH THE PRACTICES AND TECHNIQUES 
OF FIREFIGHTING. INSTRUCTION TREATS THE ORGANIZATION OF A COMMUNITY FIRE DEPARTMENT# THE 
CHEMISTRY OF FIRE# THE USE OF WATER ANO OTHER MATERIALS IN FIGHTING FIRES# THE VARIOUS KINDS 
OF MATERIALS IN FIGHTING FIRES# THE VARIOUS KINDS OF FIRE-FIGHTING EQUIPMENT ANO AIDS AND 
THEIR USES# SUCH AS EXTINGUISHERS# PUMPS# HOSE# ROPE# LADDERS# GAS MASKS# HYDRANTS# ANO 
STANDPIPE AND SPRINKLER SYSTEMS# METHODS OF ENTRY# RESCUE PRINCIPLES# PRACTICES* AND 
EQUIPMENT# SALVAGE EQUIPMENT AND WORK# FIRE ANO ARSON INVESTIGATION# INSPECTION. TECHNIQUES# 
AND RADIATION HAZARDS. 



FIRE CONTROL NOTES. (USOA# FOREST SERVICE) 

QUARTERLY PERIODICAL WHICH MAY BE USED 
LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: CONTROL TECHNIQUES# EQUIPMENT# PREVENTION# 

RELEVANT TO INSTRUCTION IN: 17.2801# 16.0602# 01.07# 01.0601. 

source: gpo# single copy# $ 0 . 20 . gpo# annual subscription# • 0 . 75 . 



AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY 



FIRE CONTROL. 



LAW ENFORCEMENT TRAINING: 17.2802 

SPECIALIZED CLASSROOM ANO PRACTICAL EXPERIENCES DESIGNED TO SUPPLEMENT THE TRAINING PROVIDED 
BY OFFICIALLY DESIGNATEO LAW ENFORCEMENT AGENCIES. INSTRUCTION INCLUDES ACQUIRING ANO 
MAINTAINING THE UNIFORM# PATROLLING ON FOOT OR IN AN AUTOMOBILE DURING THE DAY OR AT NIGHT# 
OEALINQ WITH MISDEMEANORS# FELONIES# TRAFFIC VIOLATIONS ANO ACCIDENTS# MAKING ARRESTS# AND 
TESTIFYING IN COURT. 



M- 
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PSYCHOLOGICAL ASSESSMENT OF PATROLMAN QUALIFICATIONS IN RELATION TO FIELD PE RFORMANCE/LE AA 
PROJECT-046. 5/11/1968# 246P. (BAEHR# MELANY E.# FURCON# JOHN E.# FPOEMEL# ERNEST C.. 
TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS A JOB SPECIFICATION# PRESENTED 
A POST-SFCOND ARY LEVEL. SPECIAL ASPECTS INCLUDE-- TEACHER EDUCATION; SPECIFIC. 
DOCUMENT CONTENTS INCLUDE: PATROLMAN# OCCUPATIONAL ANALYSIS# PERFORMANCE MEASURES# 

PSYCHOLOGICAL TEST# OCCUPATIONAL TEST. RELEVANT TO INSTRUCTION IN: 17.2802. 



source: GPO# 2700-0006# $2.00. 
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LAW ENFORCEMENT TRAINING: 



17*2802 



CARE and use of REVOLVERS* 1967/ 27P* (POST OFFICE DEPT*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CARE/ USE/ REVOLVERS/ TERMS/ MANIPULATION/ CONTROL/ 

DEFENSE/ RANGE/ CHECKLIST* RELEVANT TO INSTRUCTION In: 17*2802/ 16*0605* 

source: GPO/ 3903-0001/ *0*25* 

THE CRISIS OF QUALIFIED MANPOWER FOR CRIMINAL JUSTICE: AN ANALYTIC ASSESSMENT WITH 
GUIDELINES FOR NEW POLICY - VOL* 2/ CORRECTIONAL INSTITUTIONS* 1969/ 114P. (PIVEN/ 
HERMAN/ ALCABES/ ABRAHAM) 

teacher-oriented reference book which may be used as resource MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL* STATISTICS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: MANPOWER/ CRIMINAL JUSTICE/ ASSESSMENT* RELEVANT TO 

INSTRUCTION IN: 17*2802/ 16*0605* 

source: GPO/ 1760-0049/ *1*00* 

1ST ANNUAL REPORT OF THE LAW ENFORCEMENT ASSISTANCE ADMINISTRATION FISCAL YEAR 1969* 1969/ 

66P* (U*S* DEPT* OF JUSTICE) 

REFERENCE BOOK WHICH MAY SE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: REPORT/ LAW ENFORCEMENT* RELEVANT TO INSTRUCTION IN* 

16*0605/ 17*2802* 
source: GPO/ 2700-0001/ »0*65* 

THE CHALLu.N«c CRIME IN A FREE SOCIETY* 1967/ 34DP* (THE PRESIDENT'S COMM* ON LAW 
ENFDFCtr:*;. i AND ADMIN* OF JUSTICE) 

book which MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* 

DOCUMENT CONTENTS INCLUDE: CRIME/ JUVENILE DELINQUENCY/ POLICE/ COURTS/ CORRECTIONS/ 

organized CRIME/ NARCOTICS/ RESEARCH/ REFORM* RELEVANT TO INSTRUCTION IN: 

16*0605/ 17*2802* 
source: GPO/ 4000-0100/ »2*25* 

TASK FORCE REPORT! JUVENILE DELINQUENCY AND YOUTH CRIME* 1987/ 428P* (THE PRESIDENT'S 
COMM ON LAW ENFORCEMENT AND ADMIN* OF JUSTICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- OISADVANTAGED/H ANDICAPPED 

external: ECONOMIC/ environmental* 

DOCUMENT CONTENTS INCLUDE! REPORT/ JUVENILE DELINQUENCY/ YOUTH CRIME/ PROBATION/ 

COURT/ ECONOMIC FACTORS/ PREVENTION* RELEVANT TO INSTRUCTION IN! 16*0605/ 

17*2802* 

source: GPO/ 4000-0102/ «2*00* 

TASK FORCE REPORT! CORRECTIONS* 1967/ 222P* (THE PRESIDENT'S COMM* ON LAW ENFORCEMENT AND 
ADMIN* OF JUSTICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED 

external: environmental* 

DOCUMENT CONTENTS INCLUDE! REPORT/ CORRECTIONS/ PROBATION/ CORRECTIONAL INSTITUTIONS/ 
PAROLE/ MANPOWER TRAINING* RELEVANT TO INSTRUCTION IN! 16*0605/ 17*2802* 
source: GPO/ 4000-0095/ *1*25* 

TASK FORCE REPORT! SCIENCE AND TECHNOLOGY* 1967/ 228P* (THE PRESIDENT'S COMM* ON LAW 
ENFORCEMENT AND ADMIN* OF JUSTICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DIS ADVANTAGEO/HANDICAPPED 

external: environmental* 

DOCUMENT CONTENTS INCLUDE! REPORT/ SCIENCE/ TECHNOLOGY/ POLICE OPERATIONS/ COURT/ 

CRIME PREVENTION* RELEVANT TO INSTRUCTION IN! 16*0605/ 17*2802* 
source: GPO/ 4000-0108/ Al*25* 

TASK FORCE REPORT! NARCOTICS AND DRUG ABUSE - ANNOTATIONS AND CONSULTANTS' PAPERS* 1967/ 
158P* (THE PRESIDENT'S COMM* ON LAW ENFORCEMENT AND ADMIN* OF JUSTICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— DISADVANTAGED/HANDICAPPED EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: REPORT/ NARCOTICS/ DRUG ABUSE/ ENFORCEMENT/ PENALTIES* 

RELEVANT TO INSTRUCTION IN! 16*0605/ 17*2802* 
source: GPO/ 4000-0103/ »1*00* 






i 

1 



I: 

I 



LAK ENFORCEMENT TRAINING: 17*2802 



75 



i: 

r 



K- 

?■■■ ■ 

I'i 



THE CRISIS OF QUALIFIED MANPOWER FDR CRIMINAL JUSTICE! AN 
GUIDELINES FDR NEW POLICY - VOLUME 1 PRDBAT IDN/PAROLE . 
ABRAHAM) 

TEXTBOOK WHICH MAY BE USED 
STATISTICS ARE INCLUDED. 

EXTERNAL! ENVIRONMENTAL. 

DOCUMENT CONTENTS INCLUDE! 

SHORTAGES/ RECRUITMENT. 



analytic ASSESSMENT WITH 
85P. (PIVEN/ HERMAN/ ALCABES/ 

AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
SPECIAL ASPECTS INCLUDE— 0 1 SAOV ANTAQEO/HAND IC APPED 

MANPOWER/ CRIMINAL JUSTICE/ GUIDELINES/ PROBATION/ PAROLE/ 
RELEVANT TO INSTRUCTION IN! 16.0605/ 17.2802. 



SOURCE! QPD/ 1760-0050/ Al.ES. 



1966/ 127P. (BENJAMIN/ 



PROS AND CONS! NEW ROLES FOR NONPROFESSIONALS IN CORRECTIONS. 

RRESEHTED ON A POST-BECONO.RY LEVEL- 

SPECIAL ASPECTS INCLUDE— 0 1 SAOV AN TAGE D/HANO IC APPE 0 EXTERNAL! ENVIRONMENTAL. 
DOCUMENT CONTENTS INCLUDE! ROLES/ NONPROFESSIONALS/ CORRECTIONS. RELEVANT T 
INSTRUCTION IN! 16.0605/ 17.2802. 

SOURCE! QPO/ 1760-0031/ *0.40. 

VOLUNTEER PROGRAMS IN COURTS - COLLECTED PAPERS ON PRODUCTIVE PROGRAMS. 1969/ 268P. (HEW/ 

^°^TEXTBOOK**wH ICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
DOCUMENT CONTENTS INCLUDE! VOLUNTEER/ COURT/ PROBATION OFFICER/ TUTORS* RELEVANT TO 
INSTRUCTION IN! 16*0605/ 17*2802* 

SOURCE! QPO/ 1760'-006A/ A1.25* 

USING VOLUNTEERS IN COURT SETTINGS - A MANUAL FDR VOLUNTEER PROBATION PROGRAMS* 1969/ 

""^^EXTiooS^HICH^!!!? Se'uSeJ^S rIsSJrCE ’ MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL- 
DOCUMENT CONTENTS INCLUDE! VOLUNTEERS/ COURT SETTING/ PROBATION PROGRAMS/ SELECTID / 
TRAINING/ FINANCING. RELEVANT TO INSTRUCTION IN! 16*0605/ 17*2802. 

source: QPO/ 1760-0065/ $i»DO» 

^‘'^"?E;rBO?K^SHl?S^MrY”Sr°USEO irRES^UR^E lArERUL/^JSESE^lED ON A POST-SECONDARY LEVEL- 
s5I??Jl JsPEC?riScLUOE- DISADVANTAGED/HANOICAPPED EXTERNAL! ENVIRONMENTAL* 
DOCUMENT CONTENTS INCLUDE! INCARCERATION/ HISTORY/ PRE-VRIAL/ POST-TRIAL/ ISSUES* 
RELEVANT TO INSTRUCTION IN! 17*2802/ 16. 0605- 

SOURCE! GPO/ 1760-0032/ •0*40* 
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76 . QUANTITY FOOD OCCUPATIONS: 17.29 

i 

ORGANIZED SPECIALIZED LEARNING EXPERIENCES WHICH INCLUDE THEORY# LABORATORY# AND SHOPWORK AS i 
THEY RELATE TO PLANNING# SELECTION# PURCHASING# PRESERVING# PREPARING# AND SERVING FOOD AND 
FOOD PRODUCTS. INCLUDED IS THE STUDY OF A VARIETY OF FOODS AND THEIR NUTRITIONAL VALUES# FOOD ! 
PROCESSING# QUANTITY COOKING# STORING EQUIPMENT# AND SANITATION IN FOOD HANDLING AND ^ 

MANAGEMENT. INSTRUCTION EMPHASIZES QUANTITY FOOD SERVICE ACTIVITIES IN COMMERCIAL FOOD ! 

SERVICE ESTABLISHMENTS SUCH AS RESTAURANTS# CAFETERIAS# DRIVE-INS# TEAROOMS# BAKERIES# AND ^ 

MEAT# FISH# AND POULTRY MARKETS: IN OTHER RETAIL FOOD SHOPS WHICH ARE OPERATED INDEPENDENTLY 
OR ARE LOCATED IN ENTERPRISES SUCH AS HOTELS# TRAVEL TERMINALS# INDUSTRIAL PLANTS# HOSPITALS# 

OR CLUBHOUSES# AND IN SPECIAL FOOD SERVICES SUCH AS THOSE ASSOCIATED WITH AIRLINE CATERING OR 
UITH TAKE-OUT FOOD ESTABLISHMENTS. 



RESTAURANTS AND CATERING. 05/1970# 20P. ( W ANDERSTOCK# JEREMIAH J.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
DOCUMENT CONTENTS INCLUDE: RESTAURANTS# CATERING# BIBLIOGRAPHY# INFORMATION# FOOD 

SERVICE INDUSTRY# LISTING. RELEVANT TO INSTRUCTION IN: 04.07# 17.29. 

source: sba# free. 



baker: 17.2901 

SPECIALIZED CLASSROOM AND PRACTICAL WORK EXPERIENCES ASSOCIATED WITH THE PREPARATION OF 
BREAD# CRACKERS# CAKES# PIES# PASTRIES AND OTHER BAKERY PRODUCTS FOR RETAIL DISTRIBUTION OR 
FOR CONSUMPTION IN A COMMERCIAL FOOD SERVICE ESTABLISHMENT. INSTRUCTION INCLUDES MAKING# 
FREEZING# AND HANDLING OF BAKE PRODUCTS# DECORATING# COUNTER DISPLAY# AND PACKAGING OF 
MERCHANDISE. TRAINING PREPARES THE PUPIL AS AN ALL-ROUND BAKER# ALTHOUGH HE MAY BE EMPLOYED 
IN THE PRODUCTION OF ANY ONE TYPE OF GOODS SUCH AS PASTRIES. 



COMMISSARYMAN 3 AND 2. 1966# 218P. (DEPT. OF NAVY# BUREAU OF NAVAL PERSONNEL) 

textbook which may be used in curriculum design# training manual presented on 

SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: FOOD SERVICE# FOOD STORAGE# NUTRITION# 

SANITATION# MEAT# FOOD PREPARATION# BAKING# TRAINING FILM LIST. 
in: 09.0203# 17.2902# 17.2901# 17.2903. 

0847-0057# *1.25. 



INSTRUCTION 

source: gpo# 



MENU PLANNING# 

relevant to 



COOK/CHEF: 17.2902 

specialized classroom and practical work experiences concerned with the preparation 

COOKING OF A VARIETY OF FOODS. INCLUDED IS STUDY OF THE USE AND CARE OF EQUIPMENT# 
STANDARDS SUCH AS THE SELECTION AND PREPARATION OF FOOD AND THE DETERMINATION 
SERVINGS# SANITATION PROCEDURES# INCLUDING FOOD HANDLING# COOKING METHODS 
AND STEAMING# AND THE PREPARATION OF SPECIAL DISHES SUCH AS SOUPS 
SOUFFLES# AND MERINGUES. ALTHOUGH THE PUPIL QUALIFIES AS AN 
DEPENDING ON THE SIZE OF THE ESTABLISHMENT# SPECIALIZE IN 
OF FOODS# E.G.# VEGETABLES# MEATS# OR SAUCES. 



AND 
FOOD 
OF SIZE OF 
SUCH AS BROILING 
# SALADS# GARNISHES# 
ALL-ROUND WORKER# HE MAY# 

THE PREPARATION OF SPECIFIC TYPES 
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cook/chef; 17.2902 
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DOROTHY M.i KERR/ ROSE 



unu TO rnnk ocean PERCH* 196^/ lOP* (ROBEY/ 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ COOKBOOK 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 

SECQNUART LtvtL iL pERCH. RELEVANT TO INSTRUCTION 



G • ) 

PRESENTED 



ON A 



DOCUMENT CONTENTS INCLUDE; 

09*0203/ 17.2902* 
source: GPO/ 2410-011A/ »0< 



in: 



09*0107/ 



30< 



BUREAU OF 
TRAINING 



COMMISSARYMAN 3 AND 2* 1966/ 218P* (DEPT. NAVY/ 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ 
secondary level* ILLUSTRATIONS ARE INCLUDED* 

DOCuSeUt CONTENTS INCLUDE: FOOD SERVICE/ FOOD STORAGE/ NUTRITION/ 

SANITATION/ MEAT/ FOOD PREPARATION/ BAKING/ TRAINING FILM LIST* 
INSTRUCTION In: 09*0203/ 17*2902/ 17*2901/ 17.2903* 

source: GPO/ 0847-0057/ *1*25* 



NAVAL PERSONNEL) 
MANUAL PRESENTED ON 



MENU PLANNING/ 

relevant to 



MEAT cutter: 17*2903 

cDcrTAi T7Fn CLASSROOM AND PRACTICAL WORK EXPERIENCES CONCERNED WITH THE CUTTING/ TRIMMING/ 

ccTAOl tqumcnTS. or for cooking IN A FOOD SERVICE ESTABLISHMENT. INSTRUCTION IS PRUyutU in 
tSe 5sE S? ?ERTA?N M^ATCUTTING TOOLS/ IDENTIFICATION OF AND TECHNIQUES USED IN CUTTING 
DIFFERENT CUTS OF MEATS/ DRESSING POULTRY/ PROCESSING FISH/ COUNTER DISPLAY/ AND 
REFRIGERATION OF MEATS/ POULTRY/ AND FISH* 



COMMISSARYMAN 3 AND 2* 

TEXTBOOK WHICH MAY 
SECONDARY LEVEL* 

DOCUMENT CONTENTS INCLUDE; 

SANITATION/ MEAT/ FOOD PREPARATION/ 



1966/ 218P* (DEPT* OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON 
ILLUSTRATIONS ARE INCLUDED* 

FOOD SERVICE/ FOOD STORAGE/ NUTRITION/ MENU 

BAKING/ TRAINING FILM LIST. RELEVANT TO 



PLANNING/ 



INSTRUCTION In: 
source: GPO/ 0847' 



09.0203/ 17*2902/ 

•0057/ *1.25. 



17.2901/ 17*2903. 



DOCUMENT CONTENTS INCLUDE: SLAUGHTERING/ CUTTING/ PROCESSING/ BEEF* RELEVANT TO 

instruction in: 17 . 2903/ 01*0401* 

source: GPO/ 0100-1358/ *0*25* 



waiter/waitress; 17*2904 



INTERPRETING 
PROCEDURES/ MAKING 



EXPERIENCES IN TABLE PREPARATION/ FOOD HANDLING/ AND 
CLEANLINESS AND APPEARANCE/ SANITARY HANDLING OF 
and SEATING GUESTS/ TAKING ORDERS AND 

PLACING ORDERS IN THE KITCHEN/ SERVING 



SPECIALIZED CLASSROOM AND PRACTICAL WORK 
SERVING* INSTRUCTION IS PROVIDED IN PERSONAL 
FOOD AND EQUIPMENT/ SETTING A TABLE/ RECEIVING 

THE MENU/ CARRYING THE TRAY ^ j FELLOW EMPLOYEES AND CUSTOMERS* 



OUT CHECKS/ AND PROPER 



WAITER-WAITRESS/ A SUGGESTED GUIDE FOR A TRAINING COURSE* 1969/ 52P* (HEW/ OFFICE OF 

^“^TElcSEi-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
«?FCONDARY LEVEL* ILLUSTRATIONS ARE INCLUOEO* 

OOCUMENT CONTENTS INCLUDE: WAITER-WAITRESS/ COURSE UIVITS/ VISUAL AIDS/ TOOLS/ 

EQUIPMENT/ SAMPLE TEST* RELEVANT TO INSTRUCTION In: 17* * 

source: GPO/ 1780-0465/ *0*55* 

o 
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refrigeration; 17*30 



CLASSROOM ANO SHOP EXPERIENCES CONCERNEO WITH COMMERCIAL CHILLING ANO FREEZING SYSTEMS/ 
INCLUOINQ THEORY/ APPLICATION/ ANO OPERATING OF COMPRESSORS/ EXPANSION ANO FLOAT VALVES/ 
THERMOSTATS/ ANO PRESSURE CONTROLS/ OIAGNOSINQ OVERHAULING/ ANO TESTING METHOOS ANO 
PROCEOURES/ CHARGING ANO OISCHARGING SYSTEMS WITH REFRIGERANTS/ ANO TESTING HERMETIC UNITS/ 
RELAYS/ AND OVERLOAO OEVICES. 



technical SERVICES/ VOL. E - AIR CONOITIONING ANO REFRIGERATION SERVICES I. 1968/ 250P. 

(US OEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM OESIGN/ PRESENTEO ON A SECONOARY LEVEL* 
OOCUMENT CONTENTS INCLUOE; TECHNICAL SERVICES/ AIR CONOITIONING/ REFRIGERATION/ 

TOOLS/ SUPPLIES/ MATERIALS/ HABITS/ SYSTEMS/ COMPRESSION/ VALVE/ OESIGN/ THERMOSTAT/ 
CAPILLARY TUBES/ PRINCIPLES/ SAFETY* RELEVANT TO INSTRUCTION In: 17*01/ 17*30* 

source: bureau of prisons/ free* 



TECHNICAL SERVICES/ VOL. F - AIR CONOITIONING ANO REFRIGERATION SERVICES II* 1968/ 250P* 
(US pEPT. OF JUSTICE/ BUREAU OF PRISONS) 

GUIOEBOOK WHICH MAY BE USEO IN CURRICULUM OESIGN/ PRESENTEO ON A SECONOARY LEVEL* 
OOCUMENT CONTENTS INCLUOE: TECHNICAL SERVICES/ AIR CONOITIONING/ REFRIGERATION/ 

ELECTRICITY/ MAGNETISM/ MOTORS/ INOUCTANCE/ CAPACITANCE/ THERMISTORS/ VARISTORS/ 
SENSORS/ TRANSOUCERS/ TRANSFORMERS/ RECTIFIERS/ PROTECTION/ SERVICE/ CONTROL/ 
PRINCIPLES/ AOJUSTMENT/ PRESSURE/ OEFROSTINQ. RELEVANT TO INSTRUCTION IN: 17*3 

17 * 01 * 

source: bureau of prisons/ free. 

DEVELOPMENT OF A METHOO FOR TESTING ANO RATING REFRIGERATEO TRUCK BOOIES* 09/1967/ 36P* 
(PHILLIPS/ C. W*/ PENNEY/ R* W.) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 
OOCUMENT CONTENTS INCLUOE: TESTING/ RATING/ REFRIGERATEO/ TRUCK. RELEVANT TO 

INSTRUCTION In: 17*30/ 16*011003* 

source: gpO/ 0100-026O/ to.is* 



refrigeration requirements for truck BOOIES - effects of OOOR USAGE. 11/1967/ 17P* 
(PENNEY/ R* W*/ PHILLIPS/ C* W.) 

pamphlet which may be used as resource MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 
OOCUMENT CONTENTS INCLUOE: REFRIGERATEO TRUCK* RELEVANT TO INSTRUCTION In: 

16*011003* 

source: GPO/ 0100-0259/ <0*10* 



FROZEN FOOD LOCKER ANO FREEZER PROVISIONING INOUSTRY 1965. 01/1967/ 16P. (MINER/ BERT 0*/ 

SEYMOUR/ WILLIAM R./ PARSONS/ RICHARO P. ) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SE CONO ARY 
LEVEL. ILLUSTRATIONS ARE INCLUOEO* 

OOCUMENT CONTENTS INCLUOE 1 FROZEN FOOO LOCKER/ FREEZER/ INOUSTRY/ GROWTH/ STORAGE 
CAPACITY/ SALES* RELEVANT TO INSTRUCTION INI 16*011003/ 17*0101/ 17*30* 
source: GPO/ 0100-0886/ (o.ao* 



A RATING METHOO FOR REFRIGERATED TRAILER BOOIES HAULING PERISHABLE FOODS* 09/1960/ 52P* 
(PENNEY/ R* W*/ PHILLIPS/ C* W*/ GOOOARO/ W* F*/ ACHENBACH/ P* R.) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONO ARY 
LEVEL. ILLUSTRATIONS ARE INCLUOED* 

DOCUMENT CONTENTS INCLUOE : REFRIGERATEO TRAILER BOOIES/ HAULING PERISHABLE FOOOS* 

RELEVANT TO INSTRUCTION IN; 16*011003/ 17*30/ 04*19* 
source: GPO/ 0100-0879/ (O.ss* 



SMALL ENGINE REPAIR/ INTERNAL COMBUSTION: 17.31 
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ROtIrY TILLERS^ INSTRUCTION INCLUOES PRINCIPLES OP INTERNAL COMBUSTION ENGINE OPERATION/ 
REAOlNQ TECHNICAL MANUALS/ AND CUSTOMER RELATIONS* 



SMALL ENGINE REPAIR: A SUQQESTEO QUIOE FOR A TRAINING COURSE. 1968/ 71P. (HEW/ OFFICE OF 

“^T^IiSEi-ORlENTEO GUIOEBOOK WHICH MAY BE USED IN CURRICULUM OESIGN/ PRESENTEO ON A 

docuS'?JntIN?s‘incluoe: small engine repair/ four-stroke cycle ENGINES/ two-stroke 

CYCLE ENGINES/ BUSINESS PROCEOURES/ TEACHING AIOS/ TOOLS/ LESSON PL'N/ JOB H 

relevant to instruction in: 17 . 31 . 

source: QPO/ 1780-0456/ $0*70. 



STATIONARY ENERGY SOURCES OCCUPATIONS: 



17«32 
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ORGANIZED SPECIALIZED LEARNING EXPERIENCES/ INCLUDING THEORY/ LABORATORY/ AND SHOPWORK AS 
EACH RELATES TO THE INSTALLATION/ OPERATION/ AND MAINTENANCE OF LARGE POWER SOURCES FOR 
PURPOSES SUCH AS GENERATING ELECTRICITY/ PUMPING/ AND HEATING. MAJOR EQUIPMENT INVOLVED MAY 
BE TURBINES (STEAM/ GAS/ OR HYDRO)/ ENGINES (DIESEL OR GAS)/ ATOMIC REACTORS/ OR FURNACES. 



PRINCIPLES OF NAVAL ENGINEERING. 1966/ 737P. (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT contents INCLUDE) NAVAL SHIP/ SHIP DESIGN/ CONSTRUCTION/ STABILITY/ 

BUOYANCY/ ENGINEERING THEORY/ SHIP PROPULSION/ SHIP STEERING/ LUBRICATION/ 
MEASUREMENT/ THERMODYNAMICS/ STEAM TURBINE/ PROPULSION BOILERS/ CONDENSERS/ HEAT 
EXCHANGERS/ PIPING/ FITTINGS/ VALVES/ COMPRESSED AIR PLANTS/ DISTILLING PLANTS/ 
REFRIGERATION/ AIR CONDITIONING/ ELECTRICAL SYSTEMS/ PROPULSION PLANTS/ DIESEL 
ENGINES/ GASOLINE ENGINES/ GAS TURBINES/ NUCLEAR POWER PLANTS/ SHIP MAINTENANCE/ 
ANNOTATED BIBLIOGRAPHY. RELEVANT TO INSTRUCTION IN) 16.0104/ 17.03/ 17.22/ 

17.0302/ 17.32. 

source: gpo/ 0347-0127/ S6.75. 

fireman. 1966/ 172P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT contents INCLUDE) ENGINEERING FUNDAMENTALS/ SHIP PROPULSION/ STEAM CYCLE/ 
BOILERS/ STEAM TURBINES/ REDUCTION GEARS/ INSTRUMENTS/ PUMPS/ VALVES/ INTERNAL 
COMBUSTION ENGINES/ TRAINING FILM LIST/ GLOSSARY/ PIPING. RELEVANT TO INSTRUCTION 
in; 17.32/ 17.22/ 17.0802. 

SOURCE) GPO/ 0847-0071/ SI. 00. 

CONSIDERATIONS AFFECTING STEAM POWER PLANT SITE SELECTION. 1969/ 132P. (EXEC. OFF. OF THE 
PRESIDENT/ OFFICE OF SCIENCE AND TECHNOLOGY) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE) STEAM POWER PLANT/ SITE SELECTION. RELEVANT TO 
INSTRUCTION IN) 17.32. 

SOURCE) GPO/ 4106-0016/ SI. 25. 



TEXTILE PRODUCTION AND FABRICATION 



17.33 
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CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH 
KINDRED MATERIALS. INSTRUCTION EMPHASIZES THE 
OF COTTON/ WOOL/ SYNTHETIC FIBERS/ OR FURt APP 
AND gloves; white GOODS/ SUCH AS SHEETS AND PI 
DRAPES/ AND CURTAINS. 



ALL ASPECTS OF THE FABRICATION OF TEXTILES AND 
FABRICATION AND REPAIR OF GARMENTS CONSTRUCTED 
AREL ACCESSORIES E.G./ HANDBAGS/ BELTS/ SHOES/ 
LLOWCASES/ AND FURNISHINGS/ SUCH AS SLIPCOVERS/ 



PATTERN alteration: A GUIDE FOR LEADERS IN CLOTHING PROGRAMS HOME ECONOMICS RESEARCH 

REPORT NO. 32. 11/1965/ 38P. (U.S. DEPT. OF AGRICULTURE/ AGRICULTURAL RES. SERVICE) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: PATTERN ALTERATION. RELEVANT TO INSTRUCTION IN: 

09.0103/ 09.0202/ 17.33. 
source: GPO/ OIOO-OSSA/ $0«40. 



HOW 



TO TAILOR A WOMAN'S SUIT. 09/1968/ E^'P. (USDA/ AGRICULTURAL RESEARCH SERVICE) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

DOCUMENt'^CONTENTs'^INCLUDE^^'^TAILOR/ WOMAN'S SUIT- RELEVANT TO INSTRUCTION IN: 
09.0103/ 17.33. 

source: GPO/ 0100-0836/ $0«20. 



10/1967/ 

RESOURCE 



SIMPLIFIED CLOTHING CONSTRUCTION. 

pamphlet which may be USED AS 
illustrations are INCLUDED* 
DOCUMENT CONTENTS INCLUDE: CLOTHING 

INSTRUCTION IN: 09.0103/ 17.33* 

source: GPO/ 0100-08*7/ $0«25. 



32P. (USDA/ agricultural RESEARCH SERVICE) 
MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 



CONSTRUCTION/ SIMPLE/ SEWING* RELEVANT TO 



tailoring: 17.3302 

SPECIALIZED LEARNING EXPERIENCES CONCERNED WITH THE FABRICATION AND ALTERATION/ BY HAND AND 
SaCHiJe/ OF ALL TYpL OF MEN'S, WOMEN'S AND CHILDREN'S OUTER GARMENTS* INSTRUCTION INCLUDES 
TAKING MEASUREMENTS/ PREPARING PATTERNS/ CUTTING/ SEWING/ AND FITTING/ 

MACHINE SEWING/ HAND AND MACHINE PRESSING/ AND MAKING REPAIRS AND ALTERATIONS/ FROM START TO 
FINISH/ ACCORDING TO PATTERNS AND DESIGNER'S SPECIFICATIONS. 



SHIP SERVICEMEN'S HANDBOOK* 1967/ 298P* (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 
TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN, TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* 



DOCUMENT 

in: 

source: 



CONTENTS INCLUDE 
0**15/ 17*2601/ 
GPO/ 08*7-0092/ 



LAUNDRY/ TAILOR/ BARBER/ COBBLER* RELEVANT TO INSTRUCTION 



17.3*02/ 

*1.75. 



17*16/ 17*3302/ 09*0103/ 09*0202* 




o 
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LEATHERWORKING 



17.34 



CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE FABRICATION AND REPAIR OP ALL TYPES OF 
LEATHER AND ARTIFICIAL LEATHER PRODUCTS. INSTRUCTION EMPHASIZES TYPES AND CARE OF FOOTWEAR/ 
E.G./ SHOES/ BOOTS/ MOCCASINS/ SANOALS/ AND SLIPPERS: KINDS AND USES OF TOOLS AND MACHINES/ 

SHOE CONSTRUCTION/ SHOE REPAIRING/ INCLUDING REPLACEMENT OF WORN PARTS SUCH AS HEELS AND 
SOLES/ AND SEWING PARTS THAT NEED MENDING/ ORTHOPEDIC SHOEMAKING AND REPAIR/ LEATHER 
REFINISHING AND DYEING/ SALESMANSHIP/ AND SIMPLE BOOKKEEPING. REPAIRING OF OTHER ARTICLES 
SUCH AS HANDBAGS/ LUGGAGE/ AND BELTS MAY BE INCLUDED IN INSTRUCTION. 



SHOE repair: 



17.3402 



ORGANIZED CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH THE REPAIR OF ALL TYPES OF FOOTWEAR. 
INSTRUCTION EMPHASIZES TYPES AND CARE DF SHOES/ KINDS AND USES OF TOOLS AND MACHINES/ SHOE 
CONSTRUCTION/ SHOE REPAIRING/ INCLUDING REPLACEMENT OF WORN PARTS SUCH AS HEELS AND SOLES/ 

AND SEWING PARTS THAT NEED MENDING/ ORTHOPEDIC SHOEMAKING AND REPAIR/ LEATHER REFINISHING AND 
DYEING/ salesmanship AND SIMPLE BOOKKEEPING. REPAIRING OF OTHER LEATHER ARTICLES/ SUCH AS 
HANDBAGS/ LUGGAGE AND BELTS MAY BE INCLUDED IN INSTRUCTION. 



SHIP SERVICEMEN*S HANDBOOK. 1967/ 298P. (DEPT OF NAVY/ BUREAU OF NAVAL PERSONNEL) 
TEXTBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ TRAINING MANUAL PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. 

DOCUMENT CONTENTS INCLUDE: LAUNDRY/ TAILOR/ BARBER/ COBBLER. RELEVANT TO INSTRUCTION 



In: 04.15/ 17.2601/ 17.3402/ 

SOURCE: GPO/ 0847-0092/ *1.75. 



17.16/ 17.3302/ 09.0103/ 09.0202. 



o 
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upholstering; 17«35 

CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH ALL ASPECTS OF UPHOLSTERING/ INCLUDING 
FURNITURE/ AUTOMOBILE SEATS/ CASKETS/ MATTRESSES/ AND BEOSPRINGS* INSTRUCTION INCLUDES 
HISTORY AND STYLES OF FURNITURE/ INSTALLING/ REPAIRING/ ARRANGING AND SECURING SPRINGS/ 
FILLER/ PADDING/ AND COVERING MATERIAL/ PATTERNMAKING/ CUTTING/ SEWING/ AND TRIMMING/ OUTS 
COVERINGS/ CUSHION FILLING/ STYLING AND DESIGNING TUFTING AND BUTTONING/ AND WOOD 
REFINISHING* 



! 



gi, vJOODWORKING: 17.36 

CLASSROOM AND SHOP EXPERIENCES CONCERNED WITH WOODWORKING OCCUPATIONS OTHER THAN CONSTRUCTION j 

CARPENTRY. INSTRUCTION EMPHASIZES LAYING OUT AND SHAPING STOCK/ ASSEMBLING COMPLETE WOODEN j 

ARTICLES OR SUBASSEMBLIES: MARKING/ BINDING/ SAWING/ CARVING/ AND SANDING WOOD PRODUCTS/ AND 

i REPAIRING WOODEN ARTICLES* ALSO EMPHASIZED ARE VARIOUS HAND AND POWER TOOLS AND THEIR USES* 

T 

WOODWORKING SHOPS. 12/1967/ UP* (LLOYD/ WILLIAM B.) nv , 

REEERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL* 
document CONTENTS INCLUDE: WOODWORKING SHOPS/ REEERENCES/ INEORMATION* RELEVANT TO 

INSTRUCTION INI 17*36. 

i source: sba/ free* 



WOODWORKING/ OTHER: 17*3699 

INCLUDE HERE OTHER ORGANIZED SUBJECT MATTER AND LEARNING EXPERIENCES EMPHASIZED IN 
WOODWORKING/ WHICH ARE NOT LISTED OR CLASSIFIABLE ABOVE* (SPECIFY*) 



WOODWORKING TOOLS/ 1600*1900* 1969/ bOP* (SMITHSONIAN INSTITUTION/ MUSEUM OF HISTORY AND 

TECHNOLOGY ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: HISTORY/ WOODWORKING HAND TOOLS/ SPECIALIZATION/ 

CONFIGURATION/ CHANGE* RELEVANT TO INSTRUCTION IN: 17*1001/ 17*3699/ 01*0399* 

source: gpo/ 4701-0034/ *1*25* 
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RELATED CAREER EDUCATION MATERIALS 

TN«;TRUrT10NAL MATERIALS LISTED UNDER THIS MAJOR CATEGORY MAY HAVE GENERAL APPLICATION TO 
nt TWF c;p\/PN MAJOR AREAS OF VOCATIONAL EDUCATION AS DEFINED IN THE OFFICE OF EDUCATION 
?LASSIF?CAnoS s?ste5! tSL^do^^^^ are classified into one or more of the following: 
BASIC EDUCATION/ RELATED EODCATION/ GUIDANCE AND COUNSELING/ TEACHER EDUCATION/ 

0 1 SADV ANT AGED/HAND I CAPPED- INTERNAL AND D I S AO VANT AGEO/HANDICAPPEO-EXTERNAL • 



ANY 



2 



BASIC EDUCATION 






INCLUDES materials ON AN INTRODUCTORY OR FUNDAMENTAL LEVEL* MATERIALS H*VE AN ELEMENTARY I 

PRESENTATION GEARED TO ADULT EDUCATION* | 

-f 

I 

MATHEMATICS/ VOL* 1* 1966/ 227P • (DEPT* OF NAVY/ BUREAU OF NAVAL PERSONNEL* I 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* i 

ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE-- BASIC EOUCATIONI MATHEMATICS* I 

OOCUMENT CONTENTS INCLUOE: MATHEMATICS/ NUMBER SYSTEMS/ SETS/ COMMON FRACTIONS/ I 

OECIMALS/ PERCENTAGES/ EXPONENTS/ RAOICALS/ LOGARITHMS/ SLIOE RULE/ ALGEBRA/ j 

POLYNOMIALS/ LINEAR EQUAT IONS/ RATIOS/ COMPLEX NUMBERS/ QUAORATIC EQUATIONS/ \ 

GEOMETRIC CONSTRUCTIONS/ TRIGONOMETRY/ FORMULAS. | 

source: GPO/ OSAT-OOSS/ »1.50* I 

NEW FLIGHTS IN REAOINQ. 196if/ 173P* lOALE/ EOGAR) I 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 

SPECIAL aspects INCLUOE— BASIC EDUCATION: REAOING* 

OOCUMENT CONTENTS INCLUOE: READING/ STORIES* 

SOURCE: GPO/ 0800-0063/ «0*65* 

* 

ARITHMETIC FOR EVERYOAY LIFE* 1951/ 71P* (US ARMEO FORCES INSTITUTE) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* i 

SPECIAL aspects INCLUOE— BASIC EDUCATION; MATHEMATICS* 

OOCUMENT CONTENTS INCLUOE: ARITHMETIC* ^ 

source: GPO/ 0800-0056/ AO *35* 

r 

ARITHMETIC FOR EVERYOAY LIFE/ LEVEL 6/ TEXT* 135P* (BECKMANN/ MILTON W*) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 

SPECIAL ASPECTS INCLUOE— BASIC EOUCATION; MATHEMATICS* 

OOCUMENT CONTENTS INCLUOE: ARITHMETIC* 

source: GPO/ 0800-0059* 

ARITHMETIC FOR EVERYOAY LIFE - PART 41 WORKBOOK* 1958/ 90P* (BECKMANN/ MILTON W*) 

WORKBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

SPECIAL ASPECTS INCLUOE— BASIC EOUCATION; MATHEMATICS* 

OOCUMENT CONTENTS INCLUOE: ARITHMETIC* 

source: GPO/ 0800-0051/ «0*50* 

ARITHMETIC FOR EVERYOAY LIFE/ PART 4: INSTRUCTOR'S QUIOE* 37P* (BECKMANN/ MILTON W* ) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A 
SECONOARY LEVEL* SPECIAL ASPECTS INCLUOE— BASIC EDUCATION; MATHEMATICS* 

OOCUMENT CONTENTS INCLUDE; ARITHMETIC* 

SOURCE: GPO/ 0800-0136/ «0*30* 

REAOINQ INSTRUCTION IN THE ARMED FORCES! A TEACHING GUIDE* 151P* (HAROINQ/ LOWRY W*/ 

BURR/ JAMES B*) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A 
SECONOARY LEVEL* SPECIAL ASPECTS INCLUDE-- BASIC EDUCATION; READING* 

OOCUMENT CONTENTS INCLUDE! READING/ INSTRUCTION* 

source: qpo/ O 800 - 0055 * 

STORIES FOR TODAY* 156P* (DALE/ EDGAR) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

SPECIAL aspects include— BASIC EDUCATION! READING* 

OOCUMENT CONTENTS INCLUDE; STORIES/ READER* 
source: QPO/ 0800-0061/ «0*45* 

STUDY CAROS FOR USE WITH B 001/ B 001*2/ AND B 001*43* 157P * (US ARMY) 

STUDY CAROS WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

SPECIAL aspects INCLUDE— BASIC EDUCATION; READING* 

OOCUMENT contents INCLUDE; STUDY CAROS* 
source: QPO/ PER SET/ 0800-0064/ «2*75* 

ARITHMETIC FOR EVERYOAY LIFE/ PART 5 - TEXTBOOK* 133P . (BECKMANN/ -MILTON W*) 

STUDENT-ORIENTED TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A 
SECONOARY LEVEL* ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE— BASIC 

education: mathematics* 

OOCUMENT CONTENTS INCLUDE! ARITHMETIC* 
source: QPO/ 0800-0058/ «1*00* 



o 
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BASIC EDUCATION 
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ABTTUMFTtr FOR EVERYDAY LIFE/ PART 5 - WORKBOOK* 1955/ 94P. (BECKMANN/ MILTON W* ) 

STUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE- BASIC 

education: mathematics. 

DOCUMENT CONTENTS INCLUDE: ARITHMETIC. 

source: QPO/ 0800-0057/ Al.OO. 

NAVY life: reading and writing for success in the NAVY/ BOOK 1* 1966/ 129P. (BUREAU OF 

''^''sTUD"?-SSlEiTJS^iS51!BoS^^ BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 

SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- BASIC 

education: reading/ writing, disadvantaged/handicapped external: educational* 

DOCUMENT CONTENTS INCLUDE: READING/ WRITING. 

source: GPO/ 0847-0115/ *0.75. 

THE NAVY BOOK 2* 1966/ 146P* (U*S* NAVY/ 



NAVY life: reading and WRITING FOR SUCCESS IN 

BUREAU OF NAVAL PERSONNEL/ TRAINING DIVISION) 

STUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS 

SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS 

education: reading/ writing* 

DOCUMENT CONTENTS INCLUDE: READING/ WRITING* 

source: GPO/ 0847-0115/ Al.OO. 



RESOURCE MATERIAL/ PRESENTED ON A 

INCLUDE-- BASIC 



1969/ 76P* (U*S* DEPT* OF 



ON A SECONDARY LEVEL* 



ENGLISH AND STATE GOVERNMENT/ SECTION 3 FOR THE HELPER* 

JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
SPECIAL ASPECTS INCLUDE— BASIC EDUCATION: READING* 

DOCUMENT CONTENTS INCLUDE: ENGLISH/ STATE GOVERNMENT* 

source: GPO/ 2702-0017/ *0*75* 

ENGLISH/ HOME AND COMMUNITY LIFE: SECTION 1 FDR THE HELPER. 1971/ 56P. (U.S* DEPT* OF 

JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) r>u * 

STUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- BASIC 

education: reading* 

DOCUMENT CONTENTS INCLUDE: ENGLISH/ HOME/ COMMUNITY LIFE* 

source: GPO/ 2702-0019/ *0*60* 
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RELATED EDUCATION 



INCLUDES BASIC MATERIALS DN A SECONDARY OR PDST-SECONOAR Y LEVEL APPLICABLE TO A BROAD 
SPECTRUM OF VOCATIONAL-TECHNICAL EDUCATION. 



MATHEMATICS/ VOL. 3. 1969/ IBIP. (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

STUDENT-ORIENTED TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE — 

RELATED EDUCATION; TECHNICAL. 

DOCUMENT contents INCLUDE; MATHEMATICS/ SEQUENCE/ SERIES/ INDUCTION/ BINOMIAL 
THEOREM/ DESCRIPTIVE STATISTICS/ STATISTICAL INFERENCE/ NUMBER SYSTEMS/ SUBSETS/ 
BOOLEAN ALGEBRA/ MATRICES/ DETERMINANTS/ SETS. 
source: 6PO/ 0847-0084/ «1.75. 

MATHEMATICS/ VOL. 2. 1968/ 273P. (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

STUDENT-ORIENTED TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUOE-- 
RELATEO education: TECHNICAL. 

DOCUMENT contents INCLUDE; MATHEMATICS/ LOGARITHMS/ TRIGONOMETRY/ OBLIQUE TRIANGLES/ 
VECTORS/ STATIC EQUILIBRIUM/ EQUATIONS/ STRAIGHT LINES/ CONIC SECTIONS/ TANGENTS/ 
NORMALS/ SLOPES/ LIMITS/ DIFFERENTIATION/ DERIVATIVES/ INTEGRATION/ PERMUTATIONS/ 
PROBABILITY. 

source; GPO/ 0847-0083/ $1.75. 

FUNDAMENTALS OF ELECTRONICS/ VOL. lA/ BASIC ELECTRICITY/ DIRECT CURRENT. 1968/ 147P. 

(DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE . MATE R I AL/ PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; TECHNICAL. 
document contents include: basic electricity/ ELECTROSTATICS/ MAGNETISM/ VOLTAGE/ 

CURRENT/ RESISTANCE/ DC CIRCUITS. 
source: GPO/ 0847-0097/ »1.50. 



FUNDAMENTALS OF ELECTRONICS/ VOL. IB/ BASIC ELECTRICITY/ ALTERNATING CURRENT. 1968/ 357P. 
(DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION; TECHNICAL. 
DOCUMENT CONTENTS INCLUDE: BASIC ELECTRICITY/ ALTERNATING CURRENT/ INDUCTANCE/ 

CAPACITANCE/ SERIES CIRCUITS/ RESONANCE/ PARALLEL CIRCUITS/ NETWORK ANALYSIS/ 
MEASURING DEVICES. 
source: GPO/ 0847-0098/ <2.00. 



BASIC ELECTRONICS. 1968/ 538P . (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION; TECHNICAL. 
DOCUMENT contents INCLUDE; BASIC ELECTRONICS/ ELECTRON TUBE/ SEMICONDUCTORS/ POWER 
SUPPLIES/ TUNED CIRCUITS/ AMPLIFIERS/ OSCILLATORS/ MODULATION/ DEMODULATION/ 
TRANSMITTERS/ TRANSMISSION LINES/ ANTENNAS/ PROPAGATION/ RECEIVERS/ COMPUTERS/ TEST 
EQUIPMENT/ TRAINING FILM LIST/ GLOSSARY/ COLOR CODING/ SYMBOLS/ DEFINITIONS. 
source; GPO/ 0847-0134/ $4.00. 

BASIC ELECTRICITY. 1969/ 490P . (DEPT. OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION; TECHNICAL. 
( SAFETY ) . 

DOCUMENT CONTENTS INCLUDE; BASIC ELECTRICITY/ SAFETY/ BATTERIES/ DC CIRCUITS/ 

CONDUCTORS/ WIRING TECHNIQUES/ ELECTROMAGNETISM/ ALTERNATING-CURRENT/ INDUCTANCE/ 
CAPACITANCE/ REACTANCE/ PROTECTIVE DEVICES/ CONTROL DEVICES/ INDICATING INSTRUMENTS/ 
GENERATORS/ TRANSFORMERS/ MOTORS/ MAGNETIC AMPLIFIERS/ SYNCHROS/ SERVOMECHANISMS/ 
ABBREVIATIONS/ SYMBOLS/ TERMS/ COLOR CODE/ FORMULAS/ TRIGONOMETRIC FUNCTIONS/ 

NETWORK ANALYSIS. 
source: GPO/ 0847-0069/ $4.25. 

STATISTICAL BULLETIN. 05/1971/ 25P. (SECURITIES AND EXCHANGE COMMISSION) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL. SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL. 

DOCUMENT CONTENTS INCLUDE; STATISTICAL/ SECURITIES/ STOCK. 
source; GPO/ SINGLE COPY/ $0.15. GPO/ ANNUAL SUBSCRIPTION/ $1.50. 
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STYLE MANUAL* 
REFERENCE 
SPECIAL 
DOCUMENT 



01/1967/ 286P* (GOVERNMENT PRINTING OFFICE) 

BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 

CONTENTS include: STYLE MANUAL* 



A SECONDARY LEVEL* 



source: GPO/ regular edition/ *3*00* GPO/ abridged EDITION/ »1*50* 



STATISTICAL REPORTER. (EXECUTIVE OFFICE OF THE PRESIDENT/ BUDGET BUREAU) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
CONTENTS include: STATISTICAL/ DEVELOPMENTS/ FEDERAL* 

SINGLE COPY/ $0*20* GPO/ ANNUAL SUBSCRIPTION/ $2*00* 



A SECONDARY 



LEVEL* 

DOCUMENT 

source: 



GPO/ 



DEVELOPMENT AGENCY) 



ON 



DEVELOPMENT DIGEST* (US DEPT* OF STATE/ INTERNATIONAL ^ ^ 

QUARTERLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE" RELATED 

GENERAL* ^ , . 

CONTENTS include: SUMMARIES/ ECONOMIC/ SOCIAL* 

GPO/ SINGLE COPY/ $0*75* GPO/ ANNUAL SUBSCRIPTION/ $3*00* 



A SECONDARY 

education: 



DOCUMENT 

source: 



FLUID POWER* 1966/ 23^P* (DEPT* OF NAVY/ BUREAU OF NAVAL PERSONNEL) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

J^LSs^R^nSNS ipE INC^^^^ SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: TECHNICAL. 
DOCUMENT CONTENTS INCLUDE: FLUID POWER/ PHYSICS OF FLUIDS/ HYDRAULIC FLUIDS/ 

PNEUMATIC FLUIDS/ RESERVOIRS/ STRAINERS/ FILTERS/ ACCUMULATORS/ PUIIPS/ COMPRESSORS/ 
CONTROL/ MEASUREMENT/ VALVES/ ACTUATORS/ SYSTEMS/ GLOSSARY/ FILM LIST* 
source: GPO/ 0847-0072/ $1*50* 

INTRODUCTORY SOCIAL STUDIES - TEXTBOOK* 1962/ 356P* (MEEHAN/ i cuci 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL/ SOCIAL STUDIES* 

DOCUMENT CONTENTS INCLUDE: SOCIAL STUDIES/ WESTERN CIVILIZATION/ AMERICAN COLONIES/ 

S^S./ GOVERNMENT/ CIVIL WAR/ RECONSTRUCTION/ ECONOMIC/ OVERSEAS/ EXPANSION/ WORLD 
WAR 1/ FAR EAST/ WORLD WAR II/ POSTWAR* 
source: GPO/ PER SET/ 0800-0134/ $2*25* 



500P* (BAUER/ 



JOSEPHINE ) 

A SECONDARY 



INTRODUCTORY SOCIAL STUDIES - EXERCISE BOOK* 1961/ 

WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ SOCIAL STUOIES* 
DOCUMENT CONTENTS INCLUDE*. WESTERN CIVILIZATION/ AMERICAN COLONIES/ 
GROWTH/ CIVIL WAR/ RECONSTRUCTION/ ECONOMIC/ EXPANSION/ WORLD WAR 
WAR II/ POSTWAR. 
source: GPO/ 0800-0053/ $2*25* 



LEVEL* 



GOVERNMENT/ 
1/ FAR EAST/ 



WORLD 



(HEW/ WELFARE 



DEPT* ) 

ON A SECONDARY 



LEVEL* 



HAVING THE POWER/ WE HAVE THE DUTY* 29/06/1966/ 148P* 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ crMirATinki. ofiofrai 

ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION. 

DOCUMENT CONTENTS INCLUDE: MINIMUM STANDARD/ PUBLIC ASSISTANCE/ ELIGIBILITY/ WELFARE/ 

SOCIAL INSURANCE/ MANPOWER/ RESEARCH/ ACTIVITIES* 
source: GPO/ 1760-0003/ $1*00* 

WORK STATEMENT PREPARATION. 1/02/1968/ 345P* (USAF) 

TEXTBOOK WHICH MAY BE USED AS RESDURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: WORK STATEMENT/ PREPARATION/ WORK/ BASE PROCUREMENT/ 

RESEARCH/ TECHNOLOGY/ ENGINEERING/ CONTRACT DEFINITION/ SYSTEM ACQUISITION/ MODEL 
ANNEXES/ CONCEPTUAL PHASE* 
source: GPO/ 0870-0084/ $2*00* 

ENGLISH AS A COMMUNICATION SKILL* 1965/ 717P* (BAUER/ JOSEPHINE) . 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL. 

DOCUMENT CONTENTS INCLUDE: ENGLISH/ COMMUNICATION/ SKILL/ WRITING/ SPELL. NG* 

source: GPO/ 0800-0050/ $2*25* 
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RELATED EDUCATION 



INTRODUCTORY SOCIAL STUDIES/ ENGLISH AS A COMMUNICATION/ INTRODUCTORY SCIENCE* 219P. 

(BAUER/ JOSEPHINE) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
secondary level. special ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 

DOCUMENT CONTENTS INCLUDE: INTRODUCTORY/ SOCIAL STUDIES/ ENGLISH/ COMMUNICATION/ 

SCIENCE. 

source: gpo/ oboo-ooss. 

BASIC PLANNING GUIDE FOR . VOCAT lONAL AND TECHNICAL EDUCATION FACILITIES. 1965/ 32P. (CHASE/ 
WILLIAM W./ BROWNE/ JOHNNY W./ RUSSO/ MICHAEL) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 

DOCUMENT CONTENTS INCLUDE: PLANNING GUIDE/ FACILITIES/ AREA NEEDS/ CONSULTANT 

SERVICES/ EDUCATIONAL SPECIFICATIONS/ PLANNING SUGGESTIONS/ CAPITAL OUTLAY/ GLOSSARY. 
source: GPO/ 1780-0A06/ $0.20* 

SAFETY IN YOUR FUTURE: A SAFETY GUIDE FOR PRE-EMPLOYMENT TRAINING. 1966/ 24P. (HEW/ 

OFFICE OF EDUCATION U.S. DEPT. OF LABOR/ BUREAU OF LABOR STANDARDS) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

QUIZES ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL. 

( SAFETY) . 

DOCUMENT CONTENTS INCLUDE: SAFETY/ PREPARATION/ OCCUPATIONAL INSTRUCTORS/ COURSE 

GUIDE/ LESSON PLANS/ HANDOUT SHEETS. 
source: GPO/ 1780-0432/ *0.15. 

PRETECHNICAL POST HIGH SCHOOL PROGRAMS: A SUGGESTED GUIDE. 1967/ 67P. ( HE)i/ OFFICE OF 

EDUCATION) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
POST-SECONDARY LEVEL. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION! TECHNICAL. 
DOCUMENT CONTENTS INCLUDE! PRETECHNICAL/ POST HIGH SCHOOL/ PREREQUISITES/ PROGRAM 
PLANS/ FACILITIES/ COST/ COURSE OUTLINES/ AUDIOVISUAL MATERIALS. 
source: GPO/ 1780-0411/ $0.45. 

OFFICE OF EDUCATION 1968 PUBLICATIONS OE-11000-68. 02/1969/ 18P. (HEW/ OFFICE OF 

EDUCATION OE-llOOO-68) 

CATALOGUE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION! GENERAL. 

DOCUMENT contents INCLUDE! OFFICE OF EDUCATION/ PUBLICATIONS/ ELEMENTARY EDUCATION/ 
SECONDARY EDUCATION/ HIGHER EDUCATION/ VOCATIONAL EDUCATION. 
source: GPO/ 1780-0082/ $0.40. USOE/ SINGLE COPY/ FREE. 

U.S. OFFICE OF EDUCATION PUBLICATIONS ISSUED FROM JANUARY 1 - JUNE 30/ 1969 OE- 1 1 000-69>*l . 
08/1969/ 12P. (HEW/ OFFICE OF EDUCATION OE- 1 1 000-69-1 ) 

CATALOGUE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 

DOCUMENT contents INCLUDE! U.S. OFFICE OF EDUCATION/ PUBLICATIONS/ HANDICAPPED/ 
RESEARCH/ STATISTICS/ TEACHER EDUCATION/ VOCATIONAL EDUCATION. 
source: GPO/ 1780-0082/ $0.30. USOE/ SINGLE COPY/ FREE. 

PUBLICATIONS OF THE OFFICE OF EDUCATION 1970 OE-llOOOF. 1970/ 80P. (HEW/ OFFICE OF 
EDUCATION OE-llOOOF) 

CATALOGUE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION! GENERAL. 

DOCUMENT contents INCLUDE! PUBLICATIONS/ OFFICE OF EDUCATION/ ELEMENTARY EDUCATION/ 
SECONDARY EDUCATION/ HIGHER EDUCATION/ VOCATIONAL EDUCATION. 
source: GPO/ 1780-0082/ $0*40. USOE/ SINGLE COPY/ FREE. 

EDUCATION DIRECTORY - STATE GOVERNMENTS 1969-1970 OE2OO04-7O. 12/1969/ 163P. (HEW/ OFFICE 

OF EDUCATION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION! GENERAL. 

DOCUMENT contents INCLUDE! EDlj.ATION DIRECTORY/ STATE GOVERNMENTS. 
source: GPO/ 1780-0646/ $1 *00. 
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RELATED EDUCATION ' 

REFERENCE TOOLS 1968-1969: A BIBLIOGRAPHY BASED ON THE ACQUISITIONS OF THE EDUCATIONAL 

MATERIALS CENTER FROM JANUARY 1968 THROUGH JULY 1969 OE-10063. 1969/ 5P. (HEW/ OFFICE 

TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: D^^^^AL* 

document contents Include: reference tools# educational materials/ encyclopedias/ 

HANDBOOKS/ ATLASES/ YEARBOOKS/ BIBLIOGRAPHIES/ PERIODICALS/ DICTIONARIES. 
source: GPO/ 1780-0080/ AO.25* USOE/ single COPY/ FREE* 



TEXTBOOK* 1966/ 979P* (MEEHAN/ EUGENE J*) 

AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: 



GENERAL/ 



GALAXIES/ SUN/ SOLIDS/ 



INTRODUCTORY SCIENCE 

TEXTBOOK WHICH MAY BE USED 
ILLUSTRATIONS ARE INCLUDED* 

SCIENCE* 

DOCUMENT CONTENTS INCLUDE: INTRODUCTORY/ SCIENCE/ LAWS/ 

LIQUIDS/ GASES/ ROCKS/ MINERALS/ EARTH/ WEATHER/ ANIMALS/ ENERGY/ FORCE/ MOTION/ 

HEAT/ ELECTRICITY/ ATOMIC/ CHEMISTRY/ SPACE* 
source: GPO/ 0800-0046/ $2*25* 

SOURCES or UNITED STATES GOVERNMENT FILMS AND AUDIOVISUAL MATERIALS NACI/EM 

(NATIONAL AUDIOVISUAL CENTER/ NATIONAL ARCHIVES AND RECORDS SERVICE/ GENERAL SERVICES 

ADMINISTRATION^NTed catalogue which may be used as resource MATERIAL/ PRESENTED ON A 

SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 



SECONDARY LEVEL* 



DOCUMENT 
SOURCE : 



CONTENTS 

NAC* 



include: u*s. govt* film sources/ audiovisual films* 



FACT 



FINDER FOR THE NATION* 
REFERENCE BOOK WHICH MAY BE 
STATISTICS ARE INCLUDED* 
DOCUMENT CONTENTS INCLUDE: 
SERVICES* 

source: GPO/ 0301-0003/ *0 



03/1965/ 58P* (U*S* DEPT. OF COMMERCE/ BUREAU OF CENSUS) 

USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
CENSUS BUREAU/ NATIONWIOE CENSUS/ STATISTICS/ 



FACTS/ 



65* 



1969* 03/1970/ 174P* (U*S* DEPT* OF COMMERCE/ BUREAU OF 



BUREAU OF THE CENSUS CATALOG 

^“^ATALOGIJE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE"" RELATE D EDUCATION? GENERAL* 

DOCUMENT CONTENTS INCLUDE: BUREAU OF THE CENSUS CATALOG/ PUBLICATIONS* 

source: GPO/ *0.75* GPO/ YR* SUBSCRIPTION/ *3.00* 

FISCAL YEAR ENDED JUNE 30/ 1969* 



MATERIAL/ presented ON A SECONDARY LEVEL* 



COMMERCE COMMISSION/ PASSENGER 



83RD ANNUAL REPORT OF THE INTERSTATE COMMERCE COMMISSION/ 

1969/ 162P* (INTERSTATE COMMERCE COMMISSION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: ANNUAL REPORT/ INTERSTATE 

SERVICE/ UNIFICATIONS/ FREIGHT RATES/ OPERATING RIGHTS/ FINANCE* 

source: GPO/ *1*00* 

BUREAU OF THE CENSUS CATALOG - JANUARY-JUNE 1970* 08/1970/ 161P* (U*S* DEPT* OF COMMERCE/ 

^^^CATALOGUE^WHICH^MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE- RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: BUREAU OF THE CENSUS CATALOG/ PUBLICATIONS* 

source: GPO/ YR. SUBSCRIPTION/ $3*00* GPO/ SINGLE COPY/ $1*25* 

PROOR.MMEO instruction: A BRIEF OF ITS OEVELOPMENT ANO '“»«NT STATUS ' 

AND TECHNOLOGY SERIES: NO* III* 05/1970/ 52P* (U*S* CIVIL SERVICE COMM*/ BUREAU OF 

TRAINING) reference BOOK WHICH MAY BE USED AS PROGRAMMED INSTRUCTION/ PRESENTED 

“"rsECONOART LEVEL. ILLUSTRATIONS ARE INCLUDES. SPECIAL ASPECTS INCLUOE- 

oocument°contents°include"*'’proorammeo instruction, current status, development, 

LINEAR/ BRANCHING/ EXHIBITS* 
source: (3P0/ 0600-0517/ $0*55* 






10 



o 

o 






8 



RELATED EDUCATION 
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DIGEST OF EDUCATIONAL STATISTICS " 1969 0E>10024>69> 09/1969/ 128P« (SIMON/ KENNETH A*/ 

GRANT/ VANCE) 

TEACHER-ORIENTED REFERENCE BOOK HHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE InCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATED 

education: general* 

document contents include: educational STATISTICS/ elementary EDUCATION/ SECONDARY 

EDUCATION/ HIGHER EDUCATION* 
source: GPO/ 17B0-0718/ $1*25* 

COMMERCE BUSINESS DAILY* (U*S* DEPT* OF COMMERCE/ OFF* OF BUSINESS SERVICES.) 

DAILY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 
document contents include: commerce/ BUSINESS/ SUBCONTRACT/ PROCUREMENT. 

source: GPO/ SINGLE COPY/ $0*75* GPO/ ANNUAL SUBSCRIPTION/ $25*00. 

RULES FOR THESAURUS PREPARATION OE-12047* 09/1969/ 20P* (ERIC/ U * S. OFFICE OF EDUCATION 

(PET) HEW/ OFFICE OF EDUCATION/BUREAU OF RESEARCH) 

TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED DN A 
POST-SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 
document contents include: thesaurus PREPARATION/ RULES/ DESCRIPTOR GROUP GUIDELINES/ 

IDENTIFIER GUIDELINES. 
source: GPO/ 1780-0109/ $0*20* 

STORIES WORTH KNOWING* 190P* (DALE/ EDGAR) 

STUDENT-ORIENTED TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL. 

document contents include: stories/ reader, 

source: GPO/ 0800-0062/ $0*70* 

FACT SHEETS* 1970/ 38P* (U*S* DEPT* OF JUSTICE/ BUREAU OF NARCOTICS AND DANGEROUS DRUGS) 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ DRUGS* 
document contents include: fact SHEETS/ NARCOTICS/ DRUGS/ FILMS* 

SDURCE: GPO/ $0*50* 

GUIDELINES FOR DRUG ABUSE PREVENTION EDUCATION* 6/04/1970/ 81P* (BUREAU OF NARCOTICS AND 
dangerous DRUGS/ OFFICE OF SCIENCE AND DRUG ABUSE PREVENTION CONCERNED BUSINESS COMMITTEE 
OF PHOENIX/ ARIZONA) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON AN ELEMENTARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ DRUG* 
document contents include: drug abuse PREVENTION/ PHILOSOPHIES/ OBJECTIVES/ CO(JRSES 

OF STUDY* 

SOURCE: GPO/ 2704-0016/ $0*75* DAP* 

DRUG dependence: its SIGNIFICANCE AND CHARACTERISTICS* 1965/ 13P. (EDDY/ NATHAN B*/ 

HALBACH/ H./ ISBELL/ HARRIS) 

pamphlet which may be USEO AS resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ DRUGS* 
document contents include: drug DEPENDENCE/ CHARACTERISTICS* 

source: dap. 

EXTENT OF ILLICIT DRUG USE IN THE UNITED STATES* 06/1969/ 12P. (BERG/ DOROTHY F* ) 

pamphlet which may be USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ DRUG* 

DOCUMENT contents INCLUDE: ILLICIT DRUG USE* 

source: dap. 




EXTENT OF ILLICIT DRUG 
(BERG/ DOROTHY F* ) 
PAMPHLET WHICH MAY 
STATISTICS ARE I 
DRUGS* 

DOCUMENT CONTENTS 
SOURCE: DAP* 



use: a compilation of studies/ surveys/ and 

BE USEO AS resource MATERIAL/ PRESENTED ON A 
NCLUDEO. SPECIAL ASPECTS INCLUDE— RELATED 

include: illicit drug USE/ studies/ surveys/ 



POLLS. 05/1969/ 38P 
SECONDARY LEVEL* 

education: general/ 

POLLS. 
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. ciriMroAi cmiRTF BnnK* ANSWERS TO THE MOST FREQUENTLY ASKED QUESTIONS ABOUT DRUG ABUSE* 

* U/OsJis??' 29P? ^NAT?SSr?^ FOR DRUG ABUSE INFORMATION DEPTS* OF DEFENSE, 

ucu iiicTTCF. I ABOR OFFICE OF ECONOMIC OPPORTUNITY) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUOE— RELATED EDUCATION: GENERAL, DRUGS. 

DOCUMENT CONTENTS INCLUDE: DRUG ABUSE QUESTIONS* 

source: GPO, 4110«0011, »0*25* ncda* 

FROM SCHOOL TO MORK: FEDERAL SERVICES TO HELP COMMUNITIES PLAN RITH YOUTH. 1567. ASP- 

'“'sWOEN?"SlEN?irRE?ERlNCrsoiK WHICH HAY BE USED AS «ESOURCE MATERIAL, PRESENTED ON 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION. GENERAL* 

DOCUMENT CONTENTS INCLUDE: FEDERAL SERVICES, YOUTH* 

source: GPO, 0100-0496, $0*20* 

CONGRESSIONAL RECORD* (CONGRESSIONAL matfbtai PRFSFNTFn ON A SECONDARY 

DAILY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL, PRESENTED ON A SECONDARY 

LFVEL* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 

nnniMFNT CONTENTS INCIUDE.' DEBATES, PROCEEDINGS, OPEN SESSIONS, CONGRESS* 

sSSrSI? siNoirco;;; .O.RB. OPO, monthly subscription, .3.75. OFO, .NNU.L 

SUBSCRIPTION, *45*00* 



AND 



CHARTS FOR EXTENSION TEACHING* 06/1968, IBP* (POWER, 



MAKING POSTERS, FLASHCARDS, 

*^^*^PamphlET^WHICH may be used as RESOURCE MATERIAL, PRESENTED ON A POST-SECONO ARY LEVEL* 
a!!t;s?R!!?loNS «E INc!“eD. special ASPECTS INCLUDE- RELATED EDUCATION: GENERAL. 
TEACHER education: GENERAL* 

DOCUMENT CONTENTS INCLUDE: POSTERS, FLASHCARDS, CHARTS* 

source: GPO, 0100-0430, AO.IB* 

POISON IVY, POISON OAK, AND POISON SUMAC* 01/1971, 16P* (CROOKS, DONALD M., KLINGMAN, 

°^^J!SpHLET which may be used as RESOURCE ^^^ERIAL, PRESENTED ON A SECOND^ 

illustrations are included* special ASPECTS INCLUDE-- RELATED EDUCATION. TECHNILAL 
DOCUMENT CONTENTS INCLUDE: POISON IVY, POISON OAK, POISON SUMAC, IDENTIFICATI , 

PRECAUTIONS, ERADICATION* 
source: GPO, 0100-1028, $0*10* 

SAFE USE AND STORAGE OF FLAMMABLE LIQUIDS AND GASES ON THE FARM* 06/1968, 12P* (TIMMINS, 

'^'^*PAMPHLET'’wHicH MAY BE USED AS RESOURCE MATERIAL, PRESENTED ON A 

;[!!uSTr!tI0NS ARE INCLUDED* SPECIAL ASPECTS INCLUDE- RELATED EDUCATION: GENERAL, 

DOCUMENT CONTENTS INCLUDE: USE, STORAGE, FLAMMABLE LIQUIDS, GASES* 

source: GPO, 0100-0047, *0*10* 

MONTHLY CATALOG OF U*S* GOVERNMENT PUBLICATIONS* (GOVERNMENT ' eprnNDARY 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL, PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: CATALOG, PUBLICATIONS, AGENCip* 

source: GPO, SINGLE COPY, *0*75* GPO, ANNUAL SUBSCRIPTION, *7*00* 

ciiDwpv ne niRRFWT BUSINESS* (US DEPT* OF COMMERCE, OFFICE OF BUSINESS ECONOMICS*) 

JoS?H^rPERloS WhIch M^ AS RESOURCE MATERIAL, P«“|?TED ON A SECONDARY 

LEVEL* STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION. 

D0CUMENT*’C0NTENTS INCLUDE.' SURVEY, CURRENT BUSINESS, TRENDS, OUTLOOK* 
source: GPO, SINGLE COPY, $1*00* GPO, ANNUAL SUBSCRIPTION, *9*00* 

JSAJTERLr^ERIODIciL’wHICH^^ BE USED AS EOuStION'^ 

LEVEL* ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— RELATED EDUCATION. 

GENERAL* GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT CONTENTS INCLUDE: INSTRUCTORS, INSTRUCTION, COUNSELING* 

source: GPO, SINGLE COPY, *0*40. GPO, ANNUAL SUBSCRIPTION, *1*50* 
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RELATED EDUCATION 



OROWNPROOFINQ CAN SAVE YOUR LIFE* 12/1966/ AP* (USOA/ FEDERAL EXTENSION SERVICE/ PA-777) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRECENTEO ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL/ 
SAFETY* 

DOCUMENT CONTENTS INCLUDE: OROWNPROOFINQ/ NATURAL BUOYANCY/ CONTROLLED BREATHING/ 

FLOAT/ SWIMMING* 

source: gpo/ 0100 - 0556 / $ 0 * 05 * 

THE EFFECTS OF TAXES AND -PUBLIC FINANCING PROGRAMS ON LOCAL INDUSTRIAL DEVELOPMENT **** A 
SURVEY OF THE LITERATURE* 05/1968/ 2AP* ISTINSON/ THOMAS F*) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: EFFECTS/ TAXES/ PUBLIC FINANCING/ SURVEYS* 

source: qpo/ 0119 - 0055 / $ 0 * 20 * 

FINANCING INDUSTRIAL DEVELOPMENT THROUGH STATE AND LOCAL GOVERNMENTS* 11/1968/ lAP* 

I STINSON/ THOMAS F*l 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: FINANCING/ INDUSTRIAL DEVELOPMENT/ LOCAL GOVERNMENT/ BONO 

ISSUES/ LOAN guarantee* 
source: QPO/ 0119-0051/ 60*15* 

ECONOMIC DEVELOPMENT* (U*S* OEPT* OF COMMERCE/ ECONOMIC DEVELOPMENT AOMIN*) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: COMMUNICATIONS/ FEDERAL/ LOCAL* 

source: GPO/ ANNUAL SUBSCRIPTION/ 61*00* 

THE WHY AND HOW OF RURAL ZONING* AGRIC* INFORMATION BULLETIN NO* 196* 08/1967/ S8P* 

( SOLBERQ/ ERLING 0 * ) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: RURAL ZONING/ PLAN/ TOOLS/ TYPES* 

source: QPO/ 0100-0628/ 60*40* 

FIRST AID FOR FLOODED HOMES AND FARMS* AG* HANDBOOK NO* 38* 12/1970/ 31P* (USDA) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
(FIRST AID)* 

DOCUMENT contents INCLUDE: FIRST AlO/ FLOODED HOMES/ FLOODED FARMS/ FOODS/ CLOTHING/ 

INSECT CONTROL/ RODENT CONTROL/ PRECAUTIONS/ REHABILITATION STEPS* 
source: QPO/ 0100-0758/ 60*25* 

TECHNICAL BOOKS AND MONOGRAPHS* 01/1971/ lllP* (USAEC/ OIV* OF TECHNICAL INFORMATION)* 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: TECHNICAL* 

DOCUMENT CONTENTS INCLUDE: TECHNICAL BOOKS/ MONOGRAPHS/ BIOLOGY/ MEDICINE/ CHEMISTRY/ 

COMPUTERS/ ENGINEERING/ ENVIRONMENT/ HEALTH PHYSICS/ METALLURGY/ PHYSICS* 
source: USAEC/ EDUC* SERVICES SECTION/ FREE* 

STATE PUBLICATIONS MONTHLY CHECKLIST* (LIBRARY OF CONGRESS/ EXCHANGE ANO GIFT DIVISION*) 
MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: DOCUMENTS/ FEDERAL/ STATE PUBLICATIONS* 

source: QPO/ SINGLE COPIES VARY IN PRICE/ QPO/ ANNUAL SUBSCRIPTION/ 68*00* 

SCIENCE INFORMATION AVAILABLE FROM THE ATOMIC ENERGY COMMISSION* 01/1971/ 28P* (USAEC/ 
OIV* OF TECH* INFORMATION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL/ 
SCIENCE* 

DOCUMENT CONTENTS INCLUDE! INFORMATION/ PUBLICATIONS/ REFERENCE TOOLS/ FILMS/ 

EXHIBITS/ DEMONSTRATIONS* 
source: USAEC/ EOUC* SERVICES SECTION/ FREE* 



RELATEO EOUCATION 
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miARTP'Ri V IQURNAL OF THE LIBRARY OF CONGRESS# (LIBRARY OF CONGRESS) 

QUARTERL^JeRIOOIcL WHICH MAY BE USEO AS RESOURCE MATERIAL, PRESENTEO 
lIIIl, ILLSsTRAlioNS are INCLUOEO. SPECIAL ASPECTS INCLUOE- RELATEO 



ON 



A SECONOARY 
EOUCATION: 



GENERAL* 

OOCUMENT CONTENTS INCLUOE: 

source: qpo, single copies 



ACQUISITIONS, LIBRARY OF CONGRESS* 

VARY IN PRICE, GPO, ANNUAL SUBSCRIPTION, 



•3*50* 



BY OR* GLENN T* SEABORQ, CHAIRMAN, USAEC* 



SCIENCE, MAN ANO CHANGE - SPEECHES ““ i-«-irn«r., uo-o 07/1968, 

107P* (SEABORQ, GLENN T*) 

reference book WHICH MAY BE USEO "relATEO EOUCATION: GENERAL, 



__ RESOURCE 

SPEECHES 
SCIENCE# 

OOCUMENT CONTENTS INCLUOE: SCIENCE, SPEECHES* 

source: USAEC, EOUC* SERVICES SECTION, FREE* 



material, PRESENTEO ON A SECONOARY LEVEL. 



Huo newsletter* (HUO, 

WEEKLY PERIOOICAL 

level* special 

OOCUMENT CONTENTS 

welfare* 

source: GPO, ANNUAL 



off* of public affairs*) 

WHICH MAY BE USEO AS RESOURCE MATERIAL, 

ASPECTS INCLUOE"" RELATEO EOUCATION: GENERAL* 
INCLUOE: NEWSLETTER, OEVELOPMENTS, 



PRESENTEO ON A SECONOARY 



HOUSING, URBAN AFFAIRS, SOCIAL 



SUBSCRIPTION, $1*50* 



OATA CENTERS* 10/1968, 28P* (USAEC, OIV* 



MATERIAL, PRESENTEO ON A SECONOARY LEVEL* 



OIRECTORY OF USAEC SPECIALIZES INFORMATION ANO 
OF TECH* INFORMATION) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE 

SPECIAL ASPECTS INCLUOE— RELATEO EDUCATION: GENERAL* .c.tcoc 

OOCUMENT CONTENTS INCLUDE: OIRECTORY, USAEC INFORMATION ANO OATA CENTERS* 

USAEC, EOUC* SERVICES SECTION, FREE* 



SOURCE : 



OF TECH* INFORMATION) 



USED *S RESOURCE "*TER»L, 

SECONoS5r LE;Lr illustrations are INCLUOEO. SPECIAL ASPECTS INCLUOE- RELATEO 

GENERAL, MATH, ELECTRICITY, TRANSISTORS, ATOMIC 

FUSION, BIOLOGY, RAOIOASTRONOMY, ROCKETS, 



EOUCATION : 

OOCUMENT CONTENTS INCLUDE: 

CHEMISTRY, RADIOACTIVITY, FISSION, 
SATELLITES, DEMONSTRATIONS* 
source: USAEC, EOUC* SERVICES SECTION, 



PRESENTEO ON A 



STRUCTURE, 



FREE* 



kiATiiDPic TWVI^IRL F RAYS# l970i 44P# (KASTUERi JACOB) 

OOCUMENT CONTENTS INCLUDE: INVISIBLE RAYS, HARM, EXPERIMENTS* 

source; USAEC, EOUC* services section, FREE* 

errcurc TcruKini DOY ANO THE CITIZEN* 09/1969, 16P* (SEABORG, GLENN T*) 

pamphlet which may be used as RESOURCE MATERIAL, PRESENTEO ON A SECONOARY. LEVEL* 
SPECIAL ASPECTS INCLUDE"" RELATED EDUCATION: ‘^’^CHNICAL* 

OOCUMENT CONTENTS INCLUDE: SCIENCE, TECHNOLOGY, CITIZEN* 

source: USAEC, EOUC* SERVICES SECTION, FREE* 



AMERICAN EOUCATION* (HEW, OFFICE OF EOUCATION) 

MONTHLY PERIOOICLL MHICH M.Y BE USEO *%J|50URCE^^^^^^ INCLUOE- REl.TEO 



MATERIAL, PRESENTEO ON A 



LEVEL* ILLUSTRATIONS ARE INCLUOEO* 
GENERAL* TEACHER EDUCATION: GENERAL* 
OOCUMENT CONTENTS INCLUDE: EOUCATION, 

source: spo, single copy, * 0 * 50 * 



SECONDARY 

education: 



RESEARCH, LEGISLATION, FINANCE* 
GPO, ANNUAL SUBSCRIPTION, $4*50* 



'^SontSly^periooical which may be USEO AS 

I cwci • 9PFCTAL aspects INCLUOE*" RELATEO EOUCATION# GENERAL# 

DOCUMENT CONTENTS INCLUDE: INNOVATIONS, MANAGEMENT, POLICIES, PROJECTS* 

source: GPO, SINGLE COPY, *0*50* GPO, YR* SUBSCRIPTION, #6*00* 



ON A SECONOARY 



you«re on camera. * 
( 



.IN COLOR " A TELEVISION HANDBOOK FOR EXTENSION WORKERS* 



10/1969, ZIP* 



FT^linlCH HAY BE USEO AS RESOURCE MATERIAL, PRESENTEO ON A SECONOARY LEVEL, 
n ^uIIrI? S^S INCLUOEoT special ASPECTS INCLUDE- RELATEO EDUCATION: GENERAL* 

OOCUMENT CONTENTS INCLUDE: CAMERA, COLOR, MAKEUP, ORGANIZATION, PERFORMANCE, 

PROMOTION, MANAGEMENT, GLOSSARY. 
source: GPO, 0100-0610, •0*45* 
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RELATED EDUCATION 



STANDARD TIME IN THE UNITED STATES. 07/1970/ 27P. (US OEPT • OF TRANSPORTATION) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: STANDARD TIME/ UNITED STATES/ DAYLIGHT SAVING TIME/ 

HISTORY/ LAWS. 

source: QPO/ 5000-002A/ $0*35* 

QUEST FOR QUALITY / USDI CONSERVATION YEARBOOK* 1965/ 96P * (U*S* OEPT. OF THE INTERIOR) 

PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: CONSERVATION/ PUBLIC LANDS/ NATURAL RESOURCES* 

source: QPO/ 2400-0022/ A1*00* 

THE POPULATION CHALL ENQE * * * * WHAT IT MEANS 70 AMERICA* 1966/ BOP* (U*S* OEPT* OF THE 
INTERIOR/ CONSERVATION YEARBOOK NO* 2) 

PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: POPULATION CHALLENGE/ NATURAL RESOURCES/ ENVIRONMENT/ 

CONSERVATION* 

source: QPO/ 2400-0444/ $2*00* 

THE THIRD WAVE - AMERICA'S NEW CONSERVATION* 1966/ 128P* (U*S* OEPT* OF THE INTERIOR/ 

CONSERVATION YEARBOOK NO* 3) 

PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
document CONTENTS INCLUDE: NATURAL RESOURCES/ ENVIRONMENT/ POPULATION/ CONSERVATION* 

source: QPO/ 2400-0445/ $2*00* 

MAN***AN ENDANGERED SPECIES* 1968/ lOOP* ,(U*S* OEPT* OF THE INTERIOR/ CONSERVATION 
YEARBOOK NO* 4) 

PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: POPULATION/ ENVIRONMENT/ CONSERVATION/ NATURAL RESOURCES* 

source: QPO/ 2400-0446/ $2*00* 

RIVER OF LIFE/ WATER: THE ENVIRONMENTAL CHALLENGE* 1970/ 96P* (U*S. OEPT* OF THE 

INTERIOR/ CONSERVATION YEARBOOK NO* 6) 

PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: WATER/ ENVIRONMENTAL/ HYDROLOGIC CYCLE/ QUALITY/ PEOPLE/ 

WILDLIFE* 

source: QPO/ 2400-0537/ $2*00* 



i 



NATURAL RESOURCES OF MONTANA* 1964/ 68P* (U*S* DEPT* OF THE INTERIOR) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: NATURAL RESOURCES/ MONTANA* 

source: QPO/ 2400-0425/ $D*50* 

NATURAL RESOURCES OF WASHINGTON. 1963/ 70P* (U*S* DEPT* OF THE INTERIOR) 

reference BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: NATURAL RESOURCES/ WASHINGTON* 

source: QPO/ 2400-0436/ $1*00* 

NATURAL RESOURCES OF IDAHO* 1965/ 72P* (U*S* OEPT* OF THE INTERIOR) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: NATURAL RESOURCES/ IDAHO* 

source: QPO/ 2400-0420/ $0*50* 

NATURAL RESOURCES OF OREGON* 1964/ 68P* (U*S* DEPT* OF THE INTERIOR) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
DOCUMENT CONTENTS INCLUDE: NATURAL RESOURCES/ OREQON* 

source: QPO/ 2400-0431/ $0*50* 
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RELATED EDUCATION 



13 



NATURAL RESOURCES OF ALASKA. „isouocE^MATERI Al!|'^PRESENTED ' ON A SECONOARY LEVEL. 

"^;^^rs5lA?;r;r.«:uyor^?p^irrs?yTrIS?JloE.r^RLAT E0UCA,.0N= SENE»AL. 
DOCUMENT CONTENTS INCLUDES NATURAL RESOURCES# ALASKA# 

SOURCES GPO# 2400-0416# $0#65# 

ROAD MAP POR FORM lOAO (1970) - VOLUNTEER INCOME TAX ASSISTANCE. 10/1970, 7P. (U.S. DEPT. 

DOCUMENT CONTENTS INCLUDE; FORM 1040, INCOME TAX, ASSISTANCE* 

source: taxes, free. 

COURSE BOOK - VOLUNTEER INCOME TAX ASSISTANCE* 12/1970, 66P. (U.S* DEPT* OF THE TREASURY, 

^”®^TUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS j JJ)' qenIrIII!'^ ^ 

SECONDARY LEVEL. SPECIAL ASPECTS INCLUDE— RELATED EDUCATION. GENERAL* 

DOCUMENT CONTENTS INCLUDE: INCOME TAX, ASSISTANCE* 

source: taxes, free* 

DOCUMENT CONTENTS INCLUDE: INCOME TAX, ASSISTANCE* 

source: taxes, free* 

STUDENT'S HANDBOOK - TEACHING BUSINESS TAXES* 01/1971, 102P* (U*S* OEPT* OF THE TREASURY, 

DOCUMENT^CONTENTS INCLUDE: TEACHING, BUSINESS TAXES* 

source: taxes, free* 

TEACHING BUSINESS TAXES - TEACHER'S MANUAL* 01/1971, 91P* (U.S* DEPT* OF THE TREASURY, 

education; general* t»wco 

DOCUMENT CONTENTS INCLUDE: TEACHING, BUSINESS TAXES* 

source: taxes, free* 

UNDERSTANDING TAXES, FARM EDITION, TEACHING TAXES PROGRAM, 1971 EDITION* 1971, 40P* (U*S* 

DOCUMENT CONTENTS INCLUDE: FARM, TEACHING, TAXES* 

source; taxes, free* 

UNDERSTANDING TAXES, TEACHING TAXES PROGRAM, 1971 EO * 1971, 32P* (U*S* DEPT* OF THE 

'"‘iE!r.SHirss32 

DOCUMENT CONTENTS INCLUDE; TEACHING, TAXES* 

source; taxes, free* 

FEOERPL STATISTICAL DIRECTORY, TNENTV-SECOND EDITION, 1970. 1970, 31AP. lEXEC OFFICE OF 

’"%^SniSir'K2;cJ‘SArBrrs?r^ArRESulcr5IiER.AL, ^ ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION, GENERAL# 

DOCUMENT CONTENTS INCLUDES FEDERAL STATISTIC# 

SOURCES QPO# 4101-0023# •1#50# 

POLICIES FOR AMERICAN ECONOMIC PROGRESS IN THE SEVENTIES " PRESIDENT'S 

srs2Js\s“ a? -el. 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION. 

DOCUMENT CONTENTS INCLUDE: POLICIES, AMERICAN, ECONOMIC 

source; QPO, 4000-0198, $0*35* 



lo'a' 
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RELATEO EOUCATION 



METROPOLITAN AREA STATISTICS - A REPRINT FROM STATISTICAL ABSTRACT OF THE U. S,, 1970. 
09/1970/ 65P. (U.S. OEPT. OF COMMERCE/ BUREAU OF THE CENSUS ) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 

STATISTIC^ ARE INCLUOEO. SPECIAL ASPECTS INCLU0E~* RELATEO EOUCATION* GENERAL. 
OOCUMENT CONTENTS INCLUOE: METROPOLITAN/ STATISTICS. 

source: gpo/ 0301-2274/ to.ss. 



8TAN0AR0 METROPOLITAN STATISTICAL AREAS. 1967/ 56P. (EXEC. OFFICE OF THE PRESIOENT/BUREAU 
OF THE BUOGET) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 

STATISTICS ARE INCLUOEO. SPECIAL ASPECTS INCLUOE— RELATEO EOUCATION: GENERAL. 
OOCUMENT CONTENTS INCLUOE: METROPOLITAN/ STATISTICAL AREAS. 

source: GPO/ 4101-0004/ to. 30. 

STATISTICAL SERVICES OF THE U« S. GOVERNMENT. 1968/ 156P. (EXECUTIVE OFFICE OF THE 
PRESIOENT/BURE AU OF THE BUOGET/ OFFICE OF STATISTICAL STANOAROS) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 

SPECIAL ASPECTS INCLUOE— RELATED EOUCATION: GENERAL. 

OOCUMENT CONTENTS INCLUOE: STATISTICAL SERVICES/ U.S./ GOVERNMENT. 

source: GPO/ 4101-0006/ tl.50. 



NASA STANOAROS AND GUIDELINES FOR VISUAL INFORMATION AND GRAPHIC PRESENTATIONS. 03/1968/ 
142P. (NATIONAL AERONAUTICS ANO SPACE ADMINISTRATION) 

GUIOEBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL. 

ILLUSTRATIONS ARE INCLUOEO. SPECIAL ASPECTS INCLUOE-- RELATEO EOUCATION: GENERAL* 
OOCUMENT CONTENTS INCLUOE: NASA/ VISUAL INFORMATION/ GRAPHIC/ CONCEPTS/ BOARO ART/ 

SLICES/ VIEWGRAPHS/ CHARTS/ PUBLICATIONS. 
source: GPO/ 3300-0135/ tl.OO. 

THIS ISLAND EARTH. 1970/ 182P. (NICKS/ ORAN W.) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— RELATEO EDUCATION: GENERAL. 
OOCUMENT CONTENTS INCLUDE: EARTH/ SUN/ ATMOSPHERE/ WATERS/ LANDS/ NORTH AMERICA. 

source: GPO/ 3300-0021/ $6.00. 

EARTH PHOTOGRAPHS FROM GEMINI VI THROUGH XII. 1968/ 327P. (NASA) 

TEXTBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— RELATEO EDUCATION: GENERAL* 
OOCUMENT CONTENTS INCLUDE: EARTH/ GEMINI* 

source: GPO/ 3300-0208/ $8*00* 

MARKETING INFORMATION GUIDE. (US DEPT* OF COMMERCE/ BUREAU OF DOMESTIC COMMERCE) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY 
LEVEL. SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

OOCUMENT CONTENTS INCLUDE: MARKETING/ GUIDE/ STATISTICS/ DISTRIBUTION* 

source: GPO/ YR* SUBSCRIPTION/ $4*50* 

AMERICAN WOMEN 1963-1968 - REPORT OF THE INTERDEPARTMENTAL COMMITTEE ON THE STATUS OF WOMEN* 
1968/ 31P. (INTERDEPARTMENTAL COMMITTEE ON THE STATUS OF WOMEN) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL/ WOMEN* 

DOCUMENT CONTENTS INCLUDE: AMERICAN/ WOMEN/ EDUCATION/ COUNSELING/ HOME/ COMMUNITY/ 

EMPLOYMENT/ LEADERSHIP* 
source: GPO/ 5229-0003/ $0.70* 

AMERICAN WOMEN/ REPORT OF THE PRESIDENT'S COMMISSION ON THE STATUS OF WOMEN 1963* 1963/ 

86P* (THE PRESIDENT'S COMMISSION ON THE STATUS OF WOMEN) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INC*-UDE— RELATED EDUCATION: GENERAL/ 
WOMEN* 

DOCUMENT CONTENTS INCLUDE: AMERICAN/ WOMEN/ EDUCATION/ COUNSELING/ HOME/ COMMUNITY/ 

EMPLOYMENT/ CITIZENS* 
source: GPO/ 4000-0051/ $1*25* 



RELATED EDUCATION 
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DICTIONARY OF ECONOMIC ANO STATISTICAL TERMS* 08/1969/ 73P* ‘UtS* 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 

ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION; GENERAL* 
DOCUMENT CONTENTS INCLUDE; DICTIONARY/ ECONOMIC TERMS/ STATISTICAL TERMS* 
source; QPO/ 0300-0099/ *1*25* 

WRITINQ WORDS THAT WORK - A GUIDE FOR EXTENSION WORKERS* 1970/ 19P* ‘ 5?nJ.n?D«^rcv,ci 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL* 

DOCUMENT CONTENTS INCLUDE; WRITING/ WORDS/ PLAN* 
source: GPO/ 0100-1336/ *0*20* 

FOUCATTQN IN THE SEVENTIES* 05/1968/ 44P* (U*S* DEPT* OF HEW/ OFFICE OF EDUCATION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS/ STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 

DOCUMENT^CONTENTs'^INCLUOE; education/ OUTLOOK/ TRENDS/ ENROLLMENTS/ DEMAND/ TEACHERS/ 
EXPENDITURES* 

source; GPO/ 1780-0073/ *0*40* 

FROM SEA TO SHINING SEA - A REPORT ON THE AMERICAN ENVIRONMENT - OUR NATURAL HERITAGE* 

1968/ 304P* (THE PRESIDENT'S COUNCIL ON RECREATION ANO NATURAL BEAUTY) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ nh^'^nFwFOAi 

ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL* 
DOCUMENT CONTENTS INCLUDE; SEA/ ENVIRONMENT/ NATURAL HERITAGE/ URBAN/ RURAL/ FILMS* 
source: GPO/ 4000-0126/ 62*50* 

VOCATIONAL EDUCATION/ THE BRIDGE BETWEEN MAN AND HIS WORK* 1968/ 220P* (NATIONAL ADVISORY 
COUNCIL ON VOC* EOUC*/ HEW/ OFF OF EOUC* ) , ^ 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS/ STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 

education: general* guidance and counseling: general* teacher education: general* 

DOCUMENT CONTENTS INCLUDE; VOCATIONAL EDUCATION/ WORK/ GROWTH/ ENROLLMENT/ FINANCING/ 
ADMINISTRATION/ RESEARCH/ TEACHER EDUCATION/ VOCATIONAL GUIDANCE/ EVALUATION/ 
MANPOWER/ INNOVATIONS* 
source: GPO/ 1780-0543/ 62*25* 

GOBBLEDYGOOK HAS GOTTA GO* 1966/ 112?* (U*S* DEPT* OF THE INTERIOR/ BUREAU OF LAND 

MANAGEMENT) _ _ . r„r. 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: WRITE/ SENTENCES/ PRESS RELEASES/ WRITING* 

source: GPO/ 2411-0002/ 60*55* 

GETTING YOUR IDEAS ACROSS THROUGH WRITING* 1970/ 44P* (U*S* DEPT* OF HEW/ OIV* OF 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 
document contents include: guide/ COMMUNICATIONS/ WRITING* 

source: GPO/ 1700-0046/ 60*30* 

GUIDE FOR AIR FORCE WRITING* 15/07/1969/ 248P* (DEPT* OF THE AIR FORCE) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: GUIDE/ WRITING/ ORGANIZE/ DRAFT/ SENTENCES/ PARAGRAPHS/ 

REWRITE* 

source: GPO/ 0870-0028/ 61*25* 

STANDARD INDUSTRIAL CLASSIFICATION MANUAL* 1967/ 615P* (EXEC* OFFICE OF THE PRESIDENT/ 
BUR* OF THE BUDGET/ OFF OF STATISTICAL STANDARDS*) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: INDUSTRIAL CLASSIFICATION* 

source: GPO/ 4101-0009/ 64*50* 
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RELATEO EOUCATION 



LECTURE PREPARATION GUIOE* 03/1966/ 60P • (U«S« OEPT* OP HEW/ PUBLIC HEALTH SERVICE) 

GUIOEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LFVEL. 

ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATEO EOUCATION! GENERAL* 
OOCUMENT CONTENTS INCLUOE! LECTURE/ PREPARATION. 

source: gpo/ 1723-0018/ to. 50. 



GEM STONES OF THE UNITED STATES. 1968/ 253P. (SCHLEGEL/ DOROTHY M. ) 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO 
SPECIAL ASPECTS INCLUDE— RELATEO EDUCATION! GENERAL/ SCIENCE 
OOCUMENT CONTENTS INCLUDE! GEM STONES/ U.S./ TECHNOLOGY 

geographic. 

SOURCE! GPO/ 2401-0006/ *0.35. 



ON A SECONOARY LEVEL. 



/ PRECIOUS/ SEMIPRECIOUS/ 



TREASURY BULLETIN. (US TREASURY OEPT.) 

MONTHLY PERIODICAL WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO 
LEVEL. STATISTICS ARE INCLUDED. SPECIAL ASPECTS INCLUOE- 
GENERAL . 

OOCUMENT CONTENTS INCLUDE! TREASURY/ FINANCES/ BUDGET. 

SOURCE! GPO/ SINGLE COPIES VARY IN PRICE/ GPO/ ANNUAL SUBSCRIPTION/ A13.50. 



OM A SECONOARY 
RELATEO EOUCATION! 



MINERAL RESOURCES OF THE APPALACHIAN REGION. 1968/ 492P . (USOI/ GEOLOGICAL SURVEY) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONO ARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATEO 
OOCUMENT CONTENTS INCLUDE! MINERAL RESOURCES/ APPALACHIAN. 

SOURCE! GPO/ 2401-0720/ *4.50. 



EDUCATION! GENERAL. 



EFFECTIVE REVENUE WRITING 1. 1961/ 261P. (U.S. TREASURY OEPT./ INTERNAL REVENUE SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 
SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION! GENERAL. 

OOCUMENT CONTENTS INCLUDE! REVENUE WRITING/ VERBS/ MODIFIERS/ CONNECTIVES/ 
PUNCTUATION/ USAGE. ci,.**ca/ 

SOURCE! GPO/ 4804-0036/ Al.OO. 



INDEX TO THE UN0ER8TAN0IN0 THE ATOM SERIES. 33P. (USAEC/ OIV. OF TECHNICAL 
INDEX WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY 
ASPECTS INCLUDE— RELATEO EOUCATION! GENERAL. 

OOCUMENT CONTENTS INCLUDE! ATOM/ SERIES/ MATERIALS. 

SOURCE! USAEC/ EOUC. SERVICES SECTION/ FREE. 



INFORMATION) 
LEVEL. SPECIAL 



ERIC research in EOUCATION. (HEW/ OFFICE OF EOUCATION) 

MONTHLY periodical WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 
LEVEL. SPECIAL ASPECTS INCLUDE— RELATEO EOUCATION! GENERAL. 
OOCUMENT CONTENTS INCLUDE! EDUCATION/ ANNOTATIONS. 

SOURCE! GPO/ SINGLE COPY/ *1.75. GPO/ ANNUAL SUBSCRIPTION/ *21.00. 



ON A SECONOARY 



SCIENCE ANO OUR SOCIETY - SELECTION OF SPEECHES BY OR. GLENN T. 
05/1966/ 99P. (SEABORQ/ GLENN T.) 



8EAB0RG/ CHAIRMAN/ USAEC. 



TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 

SPECIAL aspects INCLUDE-- RELATEO EOUCATION! GENERAL. 

DOCUMENT CONTENTS INCLUDE! SCIENCE/ SOCIETY/ SPEECHES. 

SOURCE! USAEC/ EOUC. SERVICES SECTION/ FREE. 



ATOMIC PIONEERS/ BOOK 1 - FROM ANCIENT GREECE TO THE 19TH CENTURY. 1970/ 65P. (HIEBERT/ 
RAY/ HIEBERT/ ROSELYN) initottri/ 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONOARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL. ASPECTS INCLUDE-- RELATEO EOUCATION! GENERAL. 
OOCUMENT CONTENTS INCLUDE! ATOMIC PIONEERS. 

SOURCE! USAEC/ EOUC. SERVICES SECTION/ FREE. USAEC/ EOUC. SERVICES SECTION/ 

r K b b * 



F’AIR - EXHIBITING NUCLEAR PROJECTS. 1968/ 55®. (LECOMPTE/ ROBERT 



ATOMS AT THE SCIENCE 
HOOO/ BURRELL L.) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL. 

INCLUOEO. SPECIAL ASPECTS INCLUDE— RELATEO EOUCATION! GENERAL. 
OOCUMENT CONTENTS INCLUDE! ATOMS/ SCIENCE FAIR/ PROJECTS/ EXHIBITS. 

SOURCE! USAEC/ EOUC. SERVICES SECTION/ FREE. 
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F* ) 



"l!i?SI!SrlHicnArSE I°EO°.5 “e5o{kE S!uRi!L”rESEN?e“SS°I SECONO.Rr LEVEL. 

SRECUL UsPEUS INCLUOE- RELATED EDUCATION: GENERAL. 

OOCUMENT CONTENTS INCLUOEt ENVIRONMENT* 
source: USAECi EOUC* SERVICES SECTION/ FREE* 

ENVIRONMENTAL .SPECS DP OPERATION OP CENTRAL PONER PLANTS. 03V.SSS, I3P. CAPE, OERALO 

'"ulI}I?Rc15ns"‘are“nCl"eS! "I«CIa! !;s^Ec^s";NCL5p--'^E^^Eo“S^.CoL^«^ 

8ELECTE0 GOVERNMENT PUBLICATIONS OF 

’^''TA?i^OGUE°i!<H??I‘MArBE"5lEo'rs‘R^ MATERIAL/ PRESENTEO ON A SECONOARY LEVEL* 

sJe??“l iS^EcS In?:uoe- related eoucacon: general. 

OOCUMENT CONTENTS INCLUDE; '‘'“^CATIONS, U.S.A.E.C.. 

source: usaec/ eouc* services section/ free 

magnetism ano some interesting «^QNETS.8P* (WATSON/ gl^ post-seconoary level* 

^^rL^UrTRl^iri^E^^N^C^uSES! I^rE^JS^lN^LSrE- RELATEO EOUCATION: TECHNICAL* 

OOCUMENT CONTENTS INCLUOE: MAGNETISM/ 

source: USAEC/ EOUC* SERVICES SECTION/ FREE* 

PEACEPUL USES OP NUCLEAR ENERGV - COLLECTION OP SPEECNES SV GLENN T. SE.SORG, CHAIRMAN U.S. 
“^;.M?J^jrSHiJ^‘^;v s"J““£js“^|urce ;‘;-.al, presented ON^A^SECONO^ 

OoJt!i^Sr«S™Tr5Njr55“Er°;uc!^S^'J!;Ejrv!';SsloSi ENERGV, medicine, INOUSTRV, 

AGRICULTURE/ HUMANITIES* 
source: USAEC/ EOUC* SERVICES SECTION/ FREE* 

-=^^j;M^pr.^^rwi;crirv irt“s^pir;E|^cE nTjIP^ 

ooJi;;^rT"j;j??STr5Nirui^rNuc e£ p.Jr^xPLORA 

source: USAEC/ EOUC* SERVICES SECTION/ FREE* 

BOOKS ON ATOMIC ENERGY FOR AOULTS ANO CHILOREN* 1969/ A8P* (USAEC/ OIV* OF TECH* 

NHICH mat be used as 

illustrations are ■NCLUOEO. special aspects INCLUOt^ CHILOREN. 

OOCUMENT CONTENTS INCLUOE: BOOKS/ 

source: USAEC/ EOUC* SERVICES SECTION/ FREE* 



--«J„o-hvs.cs,_g.oph.^ 

00c5ME;T%0°NU;U°';ic“SEr'-:ECTURES, PHVSICS, BIOPHYSICS, CHEMISTRY. 
source: COMMERCE/ *3*00* 

3.PETY STANOAROS. (US OEPT. OP LABOR, J;*??'' J’JJ“J°®e“meRIAL, PRESENTED ON A SECONOARY 
^!:i??JrTioJS''ASE";Jc!5o^?“ ‘s?e?»2“a^IecTS include- RELATEO EDUCATION: 

00?;«Sr«Nu5?riNi!;oir'sAPETY standards, INDUSTRIAL. 
source: QPOi YR» SUBSCRIPTIONj tl^OO* 

USAEC COMBINED U MM PILM CATALOG. ‘nSiocrMATERIAL^’pNESENTEO^ON". SECONOARy°lEVEL. 

'‘;;tS°^!srs‘SSE"tIcruO^?^° ^?c?nr;i^Ej?;'"iJtio^^.^%PLATEO education: general. 

i§5^jir5?;j^rioi?^^^?Uic“Eii^cT5J!i:-PREE. 
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RELATED EDUCATION 



THE INTERIOR OF THE EARTH - AN ELEMENTARY DESCRIPTION* 1970/ lOP* (ROBERTSON/ EUQENE C*» 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON AN ELEMENTARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION; GENERAL* 
DOCUMENT CONTENTS INCLUDE: EARTH/ SURFACE/ CRUST/ MANTLE/ CORE/ MOON* 

source: usqs/ free* 

FEDERAL HOME LOAN BANK BOARD JOURNAL* (FEDERAL HOME LOAN BANK BOARD) 

MONTHLY periodical WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: 

' GENERAL* 

DOCUMENT CONTENTS INCLUDE: HOME LOAN/ LENDING/ REGULATIONS* 

source: qpO/ yr* subscription/ 93 * 50 * 

taxation: a key factor in business decisions* 1966/ 74P* (SBA) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 

education: general* 

DOCUMENT CONTENTS INCLUDE; TAXATION/ BUSINESS* 

source: GPO/ 4500 - 0096 / 91*2S* 

CHEMISTRY FOR THE SAFETYMAN* 1968/ 26P* (U*S* DEPT* OF LABOR) 

pamphlet which may be used as resource MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL aspects INCLUDE— RELATED EDUCATION; TECHNICAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE; CHEMISTRY/ SAFETYMAN* 
source: QPO/ 2903-0014/ 90*25* 

INSTRUCTOR INSTITUTE: SAFETY IN INDUSTRY/ INSTRUCTOR OUTLINE* 1970/ 60P* (U*S* DEPT* OF 

LABOR/ WAGE AND LABOR STANDARDS AOMIN*) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL* (SAFETY)* 
DOCUMENT CONTENTS INCLUDE; SAFETY/ INDUSTRY* 
source: QPO/ 2903-0056/ 90*60* 

MAKING HANOTOOLS WORK FOR YOU* 1965/ 2P * (U*S* DEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 

FACT SHEET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE: HANOTOOLS* 

source: GPO/ 2903-0064/ 91*00* 

WHEN CAN YOU TRUST A LADDER* 1965/ 2P * (U*S* DEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 

FACT SHEET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE: LADDER* 

source: QPO/ 91*00* 

THE challenge TO SUPERVISORS* ** .MAKING YOUNG WORKERS SAFE WORKERS* 1966/ 12P* (DEPT* OF 
LABOR/ BUR* OF LABOR STANDARDS) 

STUDENT-ORIENTED PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL/ SAFETY* 
(SAFETY) * 

DOCUMENT CONTENTS INCLUDE; SUPERVISORS/ YOUNG WORKERS/ SAFE WORKERS* 
source: QPO/ 2903-0003/ 90*10* 

handling animals with safety* 1965/ 2P* (DEPT* OF LABOR) 

FACT SHEET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

special ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE: ANIMALS/ SAFETY* 

source: QPO/ 2903-0059/ 91*00* 

WORKING SAFELY WITH SUBSTANCES THAT CAN EXPLODE AND BURN* 1965/ 2P* (DEPT* OF LABOR/ 
MANPOWER AOMIN*) 

fact sheet WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects INCLUDE— RELATED EDUCATION; GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE: SAFE/ SUBSTANCES/ EXPLODE/ BURN* 

source: QPO/ 2903-0067/ 91*00* 
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ON A SECONDARY LEVEL* 



PAMPERING PESTICIDES* • .FOR SAFETY* 1965 / 2P * (DEPT* OF LABOR) 

FACT SHEET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED 

sJeCU^ASPECTS INCLUDE- RELATED EDUCATION; GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE; PESTICIDES/ SAFETY* 

source: qpO/ 2903-0066/ *o* 05 * 

0» * SECONO.R, LEVEL. 

sJec!!l ASPECTS INCLLIOE.. RELATED EDUCATION: GENERAL. (SAFETYl. 

DOCUMENT CONTENTS INCLUDE; MACHINES/ SAFETY* 

source: gpO/ 2903-0065/ *i*oo* 



GET 



2P< 



(DEPT* 



OF LABOR/ 
PRESENTED 



YOUR LEGS IN THE ACT OF LIFTING* 1965/ 

FACT SHEET WHICH MAY BE USED AS RESOURCE MATERIAL/ 

sjEC^ArASpECTS INCLUDE- RELATED EDUCATION: GENERAL. ISAFETTI 
DOCUMENT CONTENTS INCLUDE: LIFTING/ SAFETY* 
source: QPO/ 2903-0062/ *1*00* 



MANPOWER AOMIN* ) 

ON A SECONDARY LEVEL* 



RELATIONS AND WAGE TERMS* 05/1965/ 103P* 'OEPT* OF LABOR/ 



A SECONDARY LEVEL* 



WAGE TERMS. 



GLOSSARY OF CURRENT INDUSTRIAL 

“‘'"jE^ERE^rBMJ^HlJ^iAT BE USED AS RESOURCE MyERIAL, RRESENTEO ON 
QPPr T AL ASPECTS INCLUOE** PEL A TE 0 EOUCATION* GENERAL* 

oo^meIS? cSrilS?! Include: glossary, industrial relations terms, 

source: QPO/ 2901-0030/ *0*45* 

USING INJURY STATISTICS.^^ISSS, “-J^.iSRCE'MS^ERl^^ PR^ sInIeS i“;%o”T"°sE“So«?"llEiEL. 

INCLUDE— RELATED EDUCATION; GENERAL* (SAFETY)- 

incluoe: injury statistics/ utilization/ 



INJURY 

TEXTBOOK WHICH 
SPECIAL ASPECTS 
DOCUMENT CONTENTS 



RECORDS/ COSTS/ CAUSES/ 



ANO LABOR 



MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 



SAFETY PROGRAM. 



ANALYSIS* 

source: QPO/ 2903-0021/ •0*20* 

THE FUNDAMENTALS OF ACCIDENT PREVENTION* 1969/ 14P* (OEPT* OF LABOR/ WAGE 

STANDARDS AOMIN*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE -clicdai iqafftyi 

SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* (SAFETY) 

DOCUMENT CONTENTS INCLUDE: FUNDAMENTALS/ ACCIDENT PREVENTION/ 

source: QPO/ 2903-0020/ *0*15* 

POST-SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUO 

DDDU«;?%«S?ErTS°;ic“SBr^;DRirNG"s;i^.CES, RRGYENT.DN, FALLS, ST..RS, LADDER, 
SAFETY/ SCAFFOLDS* 
source: QPO/ 2903-0042/ *0*35* 

DDD5NrN“D“TE,"r;icLuSlr^;RslsjT"r;A.NTENA SAFETY, TNSFECT.DN. 

source: QPOj 2903-0040j tO*25« 

RELATED education: GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUDE: JOB HAZARD ANALYSIS* 

source: QPO/ 2903-0038/ *0*25* 

RELATED EDUCATION: GENERAL* (SAFETY)* ~*c-ctv 

DOCUMENT CONTENTS INCLUDE: ACCIDENT CAUSE ANALYSIS/ SAFETY* 

source: QPOi 2903-0028/ t0*20* 
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RELATED EDUCATION 



APPRAISING SAFETY PERFORMANCE. 1965/ lAP. (DEPT. OF LABOR/ BUREAU OF LABOR STANCAROS) 
TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO IN CURRICULUM DESIGN# PRESENTED ON A 
POST-SECONOARY LEVEL* ILLUSTRATIONS ARE INCLUOEO. SPECIAL ASPECTS INCLUOE-- 

relateo eoucation: general* (safety). 

DOCUMENT contents INCLUOE: SAFETY/ APPRAISAL* 

source: qpo/ 2903 - 0027 # to.BO* 

HANDLING MATERIALS SAFELY* 1967/ 52P* (DEPT* OF LABOR/ BUREAU OF LABOR STANOAROS) 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USEO IN CURRICULUM OESIGN# PRESENTEO ON A 
POST-SECONOARY LEVEL* ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE— 

RELATES eoucation: GENERAL* (SAFETY)* 

DOCUMENT CONTENTS INCLUOE: HANOLING/ MATERIALS/ SAFELY/ MOVEMENT# STORAGE/ LIFTING/ 

EQUIPMENT* 

source: GPO/ 2903-OOAI/ «0*A0* 

PREVENTING INJURY FROM FALLS ANO FALLING OBJECTS* 1969/ AP* (OEPT* OF LABOR/ BUREAU OF 
LABOR STANOAROS) ^ 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEC) ON A SECONDARY LEVEL* 

SPECIAL ASPECTS INCLUOE— RELATED EDUCATION: GENER/iL* (SAFETY)* 

DOCUMENT CONTENTS INCLUOE: PREVENTING INJURY/ FALLS/ FALLING OBJECTS/ STANOAROS. 

source: GPO/ 2903-0103/ tO.lO* 

CONDUCTING A JOB HAZARD ANALYSIS* 1967/ BP* (DEPT* OF LABOR/ BUR* OF LABOR STANCAROS) 
PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 

ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE-- RELATEO EOUCATION: GENERAL* 
(SAFETY)* 

DOCUMENT CONTENTS INCLUOE: CONOUCTING/ JOB HAZARD ANALYSIS* 

source: GPO/ 2903-0089/ tO.lO* 

ACCIDENT CAUSES* 1969/ BP* (OEPT* OF LABOR/ BUR* OF LABOR STANOAROS) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUOED* SPECIAL ASPECTS INCLUOE-- RELATED EDUCATION: GENERAL* 
(SAFETY) * 

DOCUMENT CONTENTS INCLUDE: ACCIDENT CAUSES* 

source: GPO/ 2903-0088/ tO.lO* 

MHO NEEDS SAFETY TRAINING* 1969/ 8P* (DEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONOARY LEVEL* 

illustrations are INCLUOED* SPECIAL ASPECTS INCLUOE— RELATED EDUCATION: GENERAL* 
(SAFETY) * 

DOCUMENT CONTENTS INCLUDE: SAFETY TRAINING* 

source: GPO/ 2903-0087/ tO.lO* 

SUPERVISORY RESPONSIBILITY FOR SAFETY* 1969/ 8P* (OEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 
PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUOED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
(SAFETY) * 

DOCUMENT CONTENTS INCLUDE: SUPERVISORY/ SAFETY* 

source: GPO/ 2903-0096/ tO.lO* 

ACCIDENT COST CONTROL* 1969/ lOP* (OEPT* OF LABOR/ MAGE AND LABOR STANOAROS ADMIN*/ BUR* 

OF LABOR STANOAROS) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: GENERAL* 
(SAFETY)* 

DOCUMENT CONTENTS INCLUDE) ACCIDENT COST CONTROL* 
source: GPO/ 2903-0098/ tO.lS* 

SAFETY PROGRAM PLANNING* 1969/ AP* (DEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

ILLUSTRATIONS ARE INCLUOED* SPECIAL ASPECTS INCLUOE— RELATED EDUCATION: GENERAL* 
(SAFETY) * 

DOCUMENT CONTENTS INCLUDE) SAFETY/ PLANNING* 
source: GPO/ 2903-0105/ tO/lO* 
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DOCUMENT CONTENTS INCLUDE: ELEMENTS/ SAFETY PROGRAM. 

source: QPO/ 2903»0102/ •0«15* 

8.FEOU.ROINO HACHINERT. 1969, 6P. ““J 's^nTeS'SJ !”eSS"S«» LEVEL. 

";[rbijR;;ir:jE“5R^!5SES! :5;l^^J^iR"5o"I"«?L.,Eo e9uc.t.o»i «erer.l. 

DOcSSENrioNTENTS INCLUDE: SAFEQU.RDINO MACHINERY, POMER TRANSMISSION, MOVINO PARIS. 

source: QPO/ 2903-0100/ •0*10» 

SAFETY TRAINING TECHNIOUES IN THE CLASSROOM. 05/1970, 6P. <OEPT. OF LABOR, BOR. OF LABOR 
DofS«Nr«NTENTS INCLUDE: SAFETY TRAININQ, CLASSROOM, SAFETY INSTRUCTOR, METHODS. 

source: qpo/ 2903-0095/ •o*io. 

GOOD HOUSEKEEPING FOR A SUCCESSFUL SAFETY PROGRAM. 1969/ 6P. lOEPT. OF LABOR/ BUR. OF 

'*°°‘;f5SijR5?ij.Ns";jE“5Nc!"E5? "i?~UL :5^"^^‘•'INCL5^E»'^E^^o"§I:S^T^o!i^M;ERAL. 

OoiSJENrc^NTENTS INCLUDE! GOOD HOUSEKEEPING/ SAFETY PROGRAM. 
source: QPO/ 2903-0090/ AO/IO. 

DOCUMENT CONTENTS INCLUDE! SAFE LIFTING. 
source: QPO/ 2903-0093/ *0.15- 

apprenticeship past ANO PRESENT. 1969, EAP. IDEPT. OF LABOR, BUR. OF APPRENTICESHIP ANO 

DOCUMENT CONTENTS INCLUDE! APPRENTICESHIP/ PAST/ PRESENT. 
source: QPO/ 2906-0001/ •0.25* 

document^contents include: teaching/ lifting/ trained, 

source: QPO/ 2903-0006/ »0.2S. 

mechanics for THE SAFETY MAH. 'B^Il.Sr.'-J^ESEN?!?^^ 

''uJSs?r»15ns"«e“?nc!5SeS? Ip?c»l :s«"sSncluoe.- related education: oeneral. 

OoiS5ENr«NTENTS INCLUDE: MECHANICS, SAFETY, DEFINITIONS, STATICS, KINETICS. 

source: QPO/ 2903-0017/ »0.25. 

BASIC EDUCATION. 1970/ 17P. °j-‘-JpJJuRrP^MATERI AL^ ON A SECONDARY LEVEL. 

""sim" !??^crs'"cjj;E»“R".;Eo"EoSc:“oSroE«Rn^^^^ 

DocS«S?‘coNnSn«LUOE: basic education, oisadv.ntaoeo youth, 

source: QPO/ 2900-0039/ »0.30. 
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RELATED EDUCATION 



NEIGHBORHOOD LEGAL SERVICES— NEW DIMENSIONS IN THE LAM* 1966/ 7«»^. 

TEXTBOOK WHICH HAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 

SPECIAL aspects Include— related education: general* 

DOCUMENT contents INCLUDE: NEIGHBORHOOD/ LEGAL SERVICES* 

source: GPO/ 1760-0092/ •0*A5* 



(HANDLER/ JANE I 
SECONDARY LEVEL* 



T*^“EXEMPT rOUNOATIONS AND CHARITABLE TRUSTS; THEIR IMPACT ON OUR ECONOMY ■ FIFTH 

INSTALLMENT* 28/0A/1967/ 1130P* (SELECT COMM ON SMALL BUS*/ MOUSE OF REPRESENTATIVES 
90TH CONQRESSI 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS/ STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 

education; general* 

DOCUMENT CONTENTS INCLUDE: TAX-EXEMPT FOUNDATIONS/ CHARITABLE TRUSTS/ ECONOMY* 

source: OPO/ 5270-0SB6/ *6*25* 



SAFETY REVIEW* (US NAVY/ CIVILIAN MANPOWER MANAGEMENT BOARDI 

MONTHLY periodical WHICH HAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION; GENERAL* (SAFETY!* 

document contents include: safety/ management* 

source: GPO/ SINGLE COPY/ 90*15* GPO/ ANNUAL SUBSCRIPTION/ 91*50* 



TELEPHONE DIRECTORY OF THE U*S* OEPT* OF TRANSPORTAT »0N* (US DEPT* OF TRA?.SPORTATION| 

QUARTERLY PERIODICAL WHICH HAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT contents INCLUDE: TELEPHONE DIRECTORY/ OEPT* OF TRANSPORTATION* 

source: GPO/ 5000-7002/ 91*75* 



CATALOG OF federal DOMESTIC ASSISTANCE* 
OFFICE OF MANAGEMENT AND BUDGET I 



1971/ 500P* (EXECUTIVE OFFICE OF THE PRESIDENT/ 



CATALOGUE WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL aspects INCLUDE— RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: DOMESTIC ASSISTANCE/ FEDERAL PROGRAMS/ ACTIVITIES* 

source: GPO/ 97*25* 



SURVIVAL PREPAREDNESS FOR RURAL AREAS* 08/1968/ 146P* (USDA/ FOREST SERVICE! 

programmed text WHICH MAY BE USED AS PROGRAMMED INSTRUCTION/ PRESENTED ON A SECONDARY 

LEVEL* illustrations ARE INCLUDED* SPECIAL ASPECTS INCLUDE— RELATED EDUCATION! 
GENERAL* 

DOCUMENT CONTENTS INCLUDE: SURVIVAL PREPAREDNESS/ RURAL AREAS/ PROTECTION* 

source: GPO/ 0101-0023* 

OPPORTUNITY UNDER FEDERAL LAM.* A GUIDE TO FEDERAL LAW PROHIBITING 
r ACCOUNT OF RACE/ RELIGION/ OR NATIONAL ORIGIN IN PRIVATE AND PUBLIC 

EMPLOYMENT* 08/1969/ 27P* (U*S* COMMISSION ON CIVIL RIGHTS! 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPECIAL aspects include— related education: general* 

CONTENTS include: equal EMPLOYMENT/ FEDERAL LAM/ RACE/ RELIGION/ NATIONAL 

ORIGIN/ DISCRIMINATION* 
source: GPO/ 0500-0057/ 90*25* 

REPORT OF THE COMMITTEE ON PRIVATE EMPLOYMENT TO THE PRESIOEnT»S COMM* ON THE STATUS OF 
WOMEN/ OCT* 1963* 1969/ 55P* (THE PRESIDENT'S COMM* ON ThE STATUS OF WOMEN! 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL aspects include— RELATED EDUCATION: GENERAL* 

document contents Include: report/ private employment/ women/ recommendations* 

source: GPO/ 9000-0059/ 90*90* 

BOUNDARIES OF THE UNITED STATES ANO THE SEVERAL STATES* 1966/ 291P* (VANZANOT/ FRANKLIN 
I 

BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
6‘NERAL*^**^^^* INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION: 

document conten"^> include: boundaries/ united states/ states/ borders* 

source: GPO/ 2901-0053/ 91*75* 



RELATED EDUCATION 
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3STH ANNUAL REPORT 1969# SECURITIES AND EXCHANGE COHN. 1970# 201P. I SECURITIES AND 

REFERENCE BOOK MHlCM MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A P0ST«8EC0N0ARY 
I pypi t SPECIAL ASPECTS INCLUDE** RELATED EDUCATION* GENERAL* 

DOCUMENT CONTENTS INCLUDE: SECURITIES COMMISSION# EXCHANGE COMMISSION# DEVELOPMENTS# 

ISSUER# DISCLOSURE# REGULATION# CONTROL# MARKETS# INVESTMENT# PUBLIC UTILITY# 
HOLDING COMPANIES# ACTIVITIES# 
source: GPO# %600"0003# Sl^OO# 

federal educational policies# programs and proposals - A SURVEY ANO HANDBOOK# PART I# 

1P/19#^R« 167P# lOUATTLEBAUM# CHARLES A#) _ _ 

reference book MHlCH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL < 
special aspects include*- RELATED EDUCATION: GENERAL# 

DOCUMENT CONTENTS INCLUDE: FEDERAL# EDUCATION# POLICIES# PROGRAMS# PROPOSALS# 

source: GPO# 5271-0066# *0#75# 

EDUCATION PARKS - APPRAISALS OF PLANS TO IMPROVE EDUCATIONAL QUALITY AND OESEGREQATE THE 
SCHOOLS. 10/1967# 10%P# IU#S# COMM# ON CIVIL RIGHTS CLEARINGHOUSE PUB# NO# 9» 

jrvjAQOK mHICH HAT BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 

ILLUSTRATIONS ARE INCLUDED# SPECIAL ASPECTS INCLUDE— RELATED £0“CAT10N! GENERAL# 
DOCUMENT CONTENTS INCLUDE: EDUCATION PARKS# APPRAISALS# QUALITY# RACIAL ISOLATION# 

DESEG. EGATION# 

source: GPO# 0500-003?# •0#35# 

A LAYMAN'S GUlOE TO BASIC LAN UNDER THE NATIONAL LABOR RELATIONS ACT. 1970# 59P# 

*^*REFERENCE®DOOK^!jHlCrM^ AS RESOURCE MATERIAL# PRESENTED ON A SECONOARY LEVEL. 

SPECIAL ASPECTS INCLUDE** RELATEO EDUCATION! GENERAL* 

DOCUMENT CONTENTS INCLUDE: LAYMAN'S GUIDE# BASIC LAM# NATIONAL LABOR RELATIONS ACT. 

source: GPO# 3100-0083# •0.35# 

V£X£PANS SERVICE-OISABLEO STANDARD INSURANCE - INFORMATION# PREMIUM RATES ANO POLICY 
VALUES# EFF. OCT# 1970# 1970# 151P# IVAJ _ 

REFERENCE BOOK MHlCH HAY BE USED AS RESOURCE MATERIAL# 

STATISTICS ARE INCLUDED# SPECIAL ASPECTS INCLUOE— RELATED EDUCATION: GENERAL# 
DOCUMENT CONTENTS INCLUDE: VETERANS# SERVlCE-OISABLEO# INSURANCE# PREMIUM RATES# 

SOURCE: GPO# 5100-0018# «0.60# 

GENERAL RULES ANO REGULATIONS UNDER THE SECURITIES EXCHANGE ACT OF 1936 AS IN EFFECT APRIL 
1# 1970* 1970# M9P* IU*S* SECURITIES AND EXCHANGE C0Hf1*> 

REFERENCE BOOK MHlCH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECoNOARY LEVEL 
special aspects include— RELATEO EDUCATION: GENERAL# 

DOCUMENT CONTENTS INCLUDE: RULES# REGULATIONS# SECURITIES EXCHANGE ACT# 

source: GPO# 6600-0016# ti-as# 

NOTES ON THE HISTORY ANO MATERIAL CULTURE OF THE TONKAMA INOIANS# 1969# It?. UONES# 

****’paMPHLET MHlCH hat BE USED AS RESOURCE MATERIAL# 

illustrations are INCLUOEO. SPECIAL ASPECTS INCLUOE— RELATEO EDUCATION. GENERAL# 
DOCUMENT CONTENTS INCLUDE: HISTORY# CULTURE# TONKAMA INOIANS# 

source: GPO# 6701-0096# 60.55# 

TAX GUIDE FOR SMALL BUSINESS 1971 EDITION# 1970# 160P# IU#S# TREASURY DEPT## INTERNAL 
prvPNilP spRvtCPi 

GUIDEBOOK MHlCH MAY BE USED AS RESOURCE MATERIAL# PRESENTEO ON A SECONDARY LEVEL# 
SPECIAL aspects INCLUOE— RELATEO EOUCATION: GENERAL# 

DOCUMENT CONTENTS INCLUDE: TAX GUIDE# SMALL BUSINESS# 

source: GPO# 6806-0036# t0#75# 

ENGLISH ANO state GOVERNMENT# SECTION 3 FOR THE STUDENT# 1971# 121P. CU#S# OEPT* OF 
JUSTICE# IMMIGRATION ANO NATURALIZATION SERVICEI , 

STUOENT-ORIENTEO MORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED * 
SECONDARY LEVEL# ILLUSTRATIONS ARE INCLUDED# SPECIAL ASPECTS INCLUDE-- RELATED 

education: general# oisaovantageo/hanoicappeo external: ethnic# educational# 

DOCUMENT CONTENTS INCLUDE: ENGLISH# STATE GOVERNMENT# 

source: GPO# 2702-0018# 61.25# 
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related education 



ENGLISH ANO FEDERAL OOVkRNflENT# SECTION 2 FOR THE HELPER. 1969# 99P. 
JUSTICE# IMHIQRATION ANO NATURALIZATION SERVlCEl 



IU>S> OEPT. OF 



TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects Include^** related education: general, oisaovantaqeo/hanoicappeo 
external: ethnic# educational. 

DOCUMENT CONTENTS INCLUDE: ENGLISH# FEDERAL GOVERNMENT. 

source: opo# 2702-0020# «i.oo. 



OUR GOVERNMENT# BOOK 3. 1969# 137P* (U.S. DEPT. OF JUSTICE# IMMIGRATION ANO 

naturalization SENVICEI 

WORKBOOK which may BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

Illustrations are included, special aspects include-- related education: general. 
oocumenToContentStIncluoe: government# citizenship# legislative# executive# judicial# 

source: opo# 2702-0092# «1.75. 



OUR united states: federal textbook ON CITIZENSHIP# BECOMING A CITIZEN SERIES# BOOK 2* 
1969# 118P» lU.S. OEPT. OF JUSTICE# IMMIGRATION ANO NATURALIZATION SERVlCEl 

STUOENT-ORIENTEO WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED 

education: general* oisaovantaqeo/hanoicappeo external: ethnic# educational. 

DOCUMENT CONTENTS INCLUDE! CITIZENSHIP. 
source: OPO# 2702-0096# «1.50. 



OUR AMERICAN WAY OF LIFE - FEDERAL TEXTBOOK ON CITIZENSHIP# BECOMING A CITIZEN SERIES# BOOK 
!• 1970# 105P. (U.S. OEPT. OF JUSTICE# IMMIGRATION ANO NATURALIZATION SERVlCEl 

STUOENT-ORIENTEO WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— RELATED 

education; general* oisaovantaqeo/hanoicappeo external: ethnic# educational* 

DOCUMENT contents INCLUDE! CITIZENSHIP. 

source: opo# 2702-0091# tl*25* 

developing new communities - application of technological innovations* 12/1968# 222P* 

CHUOl 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 

Illustrations are included* special aspects include-— related education: general* 

DOCUMENT contents INCLUDE! NEW COMMUNITIES# INNOVATIONS# BUILDING# MECHANICAL* 
source: opo# 2300-0006# tl*75* 



bibliography on community organization* 1965# 98P* (MENOES# RlCHARO H*P*I 

reference BOOK WHICH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
SPECIAL aspects include— RELATED EDUCATION! GENERAL. 

DOCUMENT CONTENTS INCLUDE! BIBLIOGRAPHY# COMMUNITY ORGANIZATION. 

SOURCE! OPO# 9000-0018# *0.50. 



THE ORIGIN ANO DEVELOPMENT OF ThE NEGLIGENCE ACTION - STUDIES OF THE ROLE OF FAULT IN 
AUTOMOBILE ACCIDENT COMPENSATION LAW. 03/1970# SOP. (OEPT. OF TRANSPORTATION I 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects Include— related education: general. 

DOCUMENT CONTENTS INCLUDE! ORIGIN# DEVELOPMENT# NEGLIGENCE ACTION# FAULT# AUTOMOBILE 

accident compensation law. 

SOURCE! OPO# 5000-0018# «0.4S. 



^^HlGHWAY^AOMlN^y^^ REGISTER. 09/1967# 29P. (U.S. OEPT. OF TRANSPORTATION# FEDERAL 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION! GENERAL* 

document contents Include: national driver# register* 
source: gpo# SOOS-OOOS# «0*25* 

COMMUNITY ACTION FOR ENVIRONMENTAL QUALITY* 1970# 42P. (THE CITIZENS ADVISORY COMMITTEE 
ON ENVIRONMENTAL QUALITY I 

textbook which may be used as resource material# presented on a secondary level* 
SPECIAL aspects Include— related education: general* 

DOCUMENT CONTENTS INCLUDE! COMMUNITY ACTION# ENVIRONMENTAL QUALITY* 

Source: opo# 9000-0182# to*60* 
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• *etr orAnfunti tu fiOCtlL SECURITY* 1970# 181P* (HEW# SOCIAL SECURITY ADHIN*I 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
SPECIAL aspects INCLUDE— RELATED EOUCATIDNI GENERAL* 

DOCUMENT CONTENTS INCLUDE: READINGS# SOCIAL SECURITY* 

source: QPO# 1770«01A2# *0*75* 

RESOURCES AFTER RETIREMENT# A STUDY OF INCOME# ASSETS# AND LIVING ARRANGEMENTS 

^"FICURIcirUM THROUOH H6R. 1971, 98P. EDNR C., MOTLEY, DIM* 

**' 'reference book which M*V be used *6 RESOURCE MATERIAL, PRESENTED ON A 3EC0N0ARY LEYEL* 
corrTAi ASPECTS INCLUDE** RELATED EDUCATION: GENERAL* 

OOCUMENT*’CONTENTS INCLUDE: RETIREMENT# INCOME# ASSETS# LIVING ARRANGEMENTS# SOCIAL 

SECURITY BENEFICIARIES* 
source: QPO# 1770-01A3# *0*^5* 



SOCIAL SECURITY PROGRAMS IN THE UNITED STATES* 03/1968# 120P* (HEM# SOCIAL SECURITY 



REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE 
DOCUMENT CONTENTS INCLUDE: SOCIAL SECURITY# PROGRAMS* 

source: QPO# 1770-0006# *0*55* 



PRESENTED ON A SECONDARY LEVEL 
* RELATED EDUCATION: GENERAL* 



SOCIAL SECURITY PROGRAMS THROUGHOUT THE WORLD# 1969* 1970# 2A9P* (HEM# 

**^^REFERENCE book MHICH may be used as resource material# PRESENTED ON 
SPECIAL ASPECTS INCLUDE** RELATED EDUCATION: GENERAL* 

DOCUMENT CONTENTS INCLUDE: SOCIAL SECURITY PROGRAMS# WORLD* 

source: QPO# 1770-0139# *2*75* 



social security 

A SECONDARY LEVEL* 
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GUIDANCE AND COUNSELING 



Includes all materials which give specific job descriptions or discuss job opportunities on 
SPECIFIC OR general LEVELS* 



CAREERS IN THE UNITED STATES DEPARTMENT OF THE INTERIOR; A DIRECTORY FOR COLLEGE STUDENTS. 
1970# 71P. (U.S* DEPT. OF THE INTERIOR! 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- GUIDANCE 

ANO counseling: general. 

DOCUMENT CONTENTS INCLUDES CAREERS# EMPLOYMENT INFORMATION# INTERIOR DEPARTMENT# 
CAREER OPPORTUNITIES# TRAINING PROQRAMF. 

SOURCES QPO# 2A00-0536# tO.SO. 

EDUCATION FOR CROSS-CULTURAL ENRICHMENT. 1964# 309P. I THOMPSON# HlLOEQAROI 

TEACHER-ORIENTED GUIDEBOOK WHICH MAY BE USED IN CURRICULUM RESIGN# PRESENTED ON A 
SECONDARY LEVEL. SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELINGS GENERAL* 

TEACHER EDUCATIONS GENERAL* OISAOVANTAGEO/HANOICAPPEO EXTERNALS ETHNIC# INDIAN# 

document contents includes cross-cultural# cultural factors# Indian education# 

PHILOSOPHY# RESEARCH# TEACHING# TEACHING ENGLISH# GUIDANCE# ADULT EDUCATION# 
iNSERVICE EDUCATION. 

SOURCES HASKELL# •1.30* 

BASIC GOALS FOR ELEMENTARY CHILDREN# LEVELS SEVEN AND EIGHT# VOLUME IV. 1966# 167P. (U.S. 

OEPT. OF THE INTERIOR# BUREAU OF INDIAN AFFAIRS) 

STUOENT-ORIENTEO GUIDEBOOK WHICH MAY BE USED IN CURRICULUM DESIGN# PRESENTED ON AN 
elementary level. special aspects include— guidance ANO COUNSELINGS GENERAL* 
OISAOVANTAGEO/HANOICAPPEO EXTERNALS ETHNIC# INOIAN# 

DOCUMENT CONTENTS INCLUDES GUIDANCE# SOCIAL STUDIES# MUSIC# LANGUAGE ARTS# ART# 

HEALTH ANO PHYSICAL FITNESS# SCIENCE# NUMBER CONCEPTS* 

SOURCES HASKELL. 

GUIDE TO FEDERAL CAREER LITERATURE* 09/1969# 32P* (U.S* CIVIL SERVICE COMMISSION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
SPECIAL aspects INCLUDE— GUIDANCE ANO COUNSELINGS GENERAL* 

DOCUMENT CONTENTS INCLUDES CAREER LITERATURE. 

SOURCES GPO# 0600-0477# tO.SS* 

OCCUPATIONS OF FEDERAL BLUE-COLLAR WORKERS. 08/1968# 4lP. (U.S* ClVlL SERVICE COMMISSION# 
manpower statistics DIVISION) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELINGS 

general. 

DOCUMENT CONTENTS INCLUDES OCCUPATIONS# BLUE-COLLAR WORKERS* 

SOURCES GPO# 0600-0432# <0*50. 

manpower report of the president* 04/1970# 328P* (US OEPT* OF LABOR) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

statistics are Included, special aspects include— guidance ano counseling; 

GENERAL. 

DOCUMENT CONTENTS INCLUDES MANPOWER REPORT# EMPLOYMENT# PROBLEMS# RURAL MANPOWER# 
REQUIREMENTS. 

SOURCES QPO# 2900-0110# •2*50* 

GUIDE TO FEDERAL CAREER LITERATURE. 1969# 35P. (U.S* ClVlL SERVICE COMMISSION) 

reference BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 

special aspects include— guidance and counseling: general* 

DOCUMENT CONTENTS INCLUDES GUIDE# FEDERAL CAREER# LITERATURE. 

SOURCES QPO# *0*55* 

AGE OF TRANSITION. * .RURAL YOUTH IN A CHANGING SOCIETY* 10/1967# 4lP. (USOA# ECONOMIC 
RESEARCH SERVICE) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELINGS SPECIFIC* 

OISAOVANTAGEO/HANOICAPPEO EXTERNALS ENVIRONMENTAL# RURAL* 

DOCUMENT CONTENTS INCLUDES TRANSITION#. RURAL YOUTH# ENROLLMENT^ FORMAL TRAINING# 
EMPLOYMENT# HEALTH# WELFARE# RURAL LIFE. 

SOURCES QPO# 0100-0734# •0*75* 
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10/1967* 92P* 



AflE OF transition: rural youth in a chanoino society handbook no. 367. 

'"®S?FERES2rjSoJ“HJS5^!5'*5E'5sEO AS RESOURCE * SECONDARY LEVEL. 

fiPPCTAL ASPECTS INCLUDE-* OUIOANCE AND COUNSELING. SPECIFIC* 
n tuaOVANTAOEO/HANO ICAPPEO EXTERNAL* ENVIRONMENTAL# RURAL* 

00 ?JSJS? ^JCUOE! TR.NS.TION, RUR.L TOUTH, HE.LTN, NELF.RE. 

source: OPO* O100-0735» *0.75. 

N.NPONER RESE.RCH INVENTORY FOR F.8C.L YE.R .«»• >”0' 

°“5E?^^^T?S"NO^^!!'spS«OR?^!"SENC;"UE5"^2?Esn^ iuSlE^ INOEN, 

.NO OR.NT NUNRER INOEX, CROSS REFERENCE INDEX, ERIC 
source: OPO* 17S0-0596» *1.75. 



OEPT. OF JUSTICE* BUREAU OF NARCOTICS AND OANQERCUS 



drugs OF ABUSE. 1970* 15P. IU.S< 

"■"isJ.ssrs.'i.ss.:; -sss 

SPECIFIC* DRUGS. 

DOCUMENT CONTENTS INCLUDE: DRUGS* ABUSE. 

source: GPO* 270A-0001* *0.60. 

BREAKTHROUGH FOR 0 ISAOVANT AGEO YOUTH. 1969* 256P. lU.S* OEPT* OF LABOR* 

■s.ss!'s.:-ssi;,:K:K ■ 

BASIC EDUCATION* PREVOCATIONAL TRAINING* VOCATIONAL TRAINING* JOB 
source: GPO* 2900*0008* *2.00. 

OCCUPATIONAL OUTLOOK HANDBOOK - BULLETIN NO. 1650. 1971* 859P. «US OEPT. OF LABOR* BUREAU 

?S1;5I;0R?S?ISn; cSiHbNl^ATlON* PUBLIC UTILITIES* WHOLESALE TRADE* RETAIL TRADE* 
FINANCE* INSURANCE* REAL ESTATE* GOVERNMENT. 
source: GPO* 2901-0210* *6.25. 

isi;' r-Sis; .i“s ■sir'UK-sss.KS; •' — 

'■"•—HiEsj 

OOCUMENT^CONTENTS^INCLUOE: employment* EARNINGS* TRENDS* MAGES* TURNOVER. 

source: GPO* 2901-0687* »6.50. 



LEVEL* 

rpnpral* guioance and counseling; general* 

DOCUMENT CONTENTS INCLUOE J INSTRUCTORS# INSTRUCTION# COUNSEL I Q» 
sSSrCe" GPO, SINDLE copy, .0..0, GPO, .NNU.L SUGSCRIPIION, ...50, 
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GUIDANCE and COUNSELINQ 



AN ENOINEERINO CAREER FDR YOU IN THE SOIL CONSERVATION SERVICE. 01/J965# 12P. IUSOA« ROIL 
CONSERVATION SERVICE* MlSC. PUBLICATION NO. 7J5I 

pamphlet which may be used as RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 
special aspects INCLUDE” GUIDANCE ANO COUNSELING: SPECIFIC* ENOINEERINQ. 

document contents include: engineering* career* soil conservation service, 

source: GPO* O10O-Oa 2S* to. 10. 

A SOIL SCIENCE CAREER FOR YOU IN SCS. 08/1965* 8P. tUSOA* SOIL CONSERVATION SERV.* MlSC* 
PUB. 7161 

pamphlet which may be used AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 

special ASPECTS Include— guidance ano counseling: specific* soil science. 

DOCUMENT CONTENTS INCLUDE! SOIL SCIENCE CAREER. 
source: GPO* 0100-OA26* to.io. 

CAREERS IN SOIL CONSERVATION SERVICE. 01/1967* 12P. lUSOA* SOIL CONSERVATION SERVICE* 
MlSC. PUBLICATION NO. 7171 

pamphlet which may be used as RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects INCLUDE— GUIDANCE ANO COUNSELING: SPECIFIC* SOIL CONSERVATION. 
DOCUMENT CONTENTS InCLUOE: CAREERS* SOIL CONSERVATION* SOILS* ENGINEERING* ECONOMICS* 

RANGE CONSERVATION* AGRONOMY* BIOLOGY* GEOLOGY. 
source: GPO* 0100-1292* to. 10. 

THE CREATIVE SCIENTIST - Hl8 TRAINING AND HIS ROlE. 07/196A* 12P. (SEABORO* QLENN T.| 

pamphlft which may be used as resource material* presented on a secondary level. 
Illustrations are Included, special aspects include-- guidance ano counseling: 

SPECIFIC* SCIENTIST. 

DOCUMENT CONTENTS INCLUDE: CREATIVE* SCIENTIST* TRAINING* ROLE. 

source: usaec* eouc. services section* free. 

PERSONNEL LITERATURE. ICIViL SERVICE COMMISSION! 

monthly periodical which may be used AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY 
LEVEL. SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING: GENERAL. 

DOCUMENT CONTENTS INCLUDE! PERSONNEL* CIViL SERVICE COMMISSION. 
source: GPO* SINGLE COPY* tO.tO. GPO* ANNUAL SUBSCRI'' TION* t6.00. 

PROFILES! CAREERS IN THE U.S. DEPT. OF AGRICULTURE. 10/1968* 250P. (U.S. DEPT. OF 
agriculture* office of PERSONNEL! 

reference book which may be used as resource material* presented on a secondary level. 
Illustrations are included, special aspects include-- guidance ano counseling: 

GENERAL. 

DOCUMENT CONTENTS INCLUDE! CAREERS* PROFILES* SALARY. 
source: GPO* 0100-0329* t3.25. 

A JOB WITH THE FOREST SERVICE* A GUIDE TO NONPROFESSIONAL EMPLOYMENT. 02/1970* 17P. 

(USOA* FOREST SERVICE! 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 

Illustrations are included, special aspects include— guidance and counseling: 

SPECIFIC* FORESTRY. 

DOCUMENT CONTENTS INCLUDE: JOB* FOREST SERVICE. 

source: GPO* 0100-OA35* to. 15. 

YOUR U.S. OEPT . OF AGRICULTURE* HOW IT SERVES PEOPLE ON THE FARM ANO IN THE COMMUNITY* 
NATION* WORLD. 07/1970* UP. (USDA* OFFICE OF INFORMATION! 

pamphlet which may be used as resource material* presented on a secondary level. 

SPECIAL aspects INCLUDE-- GUIDANCE ANO COUNSELING! GENERAL. 

DOCUMENT CONTENTS INCLUDE! USOA* SERVES. 

source: USOA* free. 

MANPOWER. lUS OEPT. OF LABOR! 

monthly periodical which may BE USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY 
LEVEL. illustrations ARE INCLUDED. SPECIAL ASPECTS INCLUDE— GUIDANCE AND 

counseling: general. 

DOCUMENT CONTENTS INCLUDE! MANPOWER* LABOR* EMPLOYMENT. 

SOURCE! QPO* SINGLE COPY* t0*50. GPO* ANNUAL SUBSCRIPTION* t5.50. 
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Blueprint for the seventies • u»s» civil service comm* annual repomt i969* 1970# sip* 

IU*S* CIVIL service COMMISSION! 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESEnTEO ON A 9ECONOARY LEVEL* 

SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: 



STATISTICS ARE INCLUDED* 

general* 

DOCUMENT CONTENTS INCLUDE: 

federal futures# manpower RESOURCES* 
source: QPO# 0600-0003# «0*7S* 



CIVIL SERVICE# MONEY# COMPETITION# EQUAL EMPLOYMENT# 



JOBS FOR AMERICA* 1970# 150P. »U*S* OEPT* OF COMM*# ECON* OEV* AOMIN.# ANNUAL REPORT# 

FISCAL l9S9) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL# PRESENTEO ON A SECONDARY LEVEL* 

illustrations are included* special aspects include-- guidance and counseling: 
general. 

DOCUMENT contents INCLUDE : JOBS* 

source: QPO# *1*25* 

COUNSELOR’S GUIDE TO MANPOWER INFORMATION — AN ANNOTATED BIBLIOGRAPHY OF GOVERNMENT 
PUBLICATIONS* 1968# lOlP* IU*S* OEPT* OF LABOR# BUREAU OF LABOR STATISTICS) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT contents INCLUDE: COUNSELOR'S GUIDE# MANPOWER# GOVERNMENT PUBLICATIONS # JOB 

DESCRIPTIONS# PLACEMENT. 
source: QPO# 2901-0126# •1.00> 

JOB HORIZONS FOR COLLEGE WOMEN. 1967# 83P. lU.S. OEPT* OF LABOR# WOMEN'S BUREAU) 

pamphlet which may BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONOARY LEVEL. 
ILLUSTRATIONS ARE INCLUOEO. SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: 

general. 

DOCUMENT CONTENTS INCLUDE : JOB# COLLEGE WOMEN. 

source: QPO# 2902-0005# *0.35. 

NEW approaches TO COUNSELING GIRLS IN THE 1960'S - A REPORT OF THE MIDWEST REGIONAL PILOT 
CONFERENCE HELD AT THE UNIVERSITY OF CHICAGO CENTER FOR CONTINUING EDUCATION# FEBRUARY 
26-27# 1965. 1966# BBP. fU.S* OEPT OF LABOR# WOMEN'S BUREAU U.S. OEPT. OF HEW# 

EDUCATION OFFICE) ^ 

pamphlet which may be USEO AS RESOURCE MATERIAL# PRESENTED ON A SECONOARI LEVEL. 

SPECIAL ASPECTS INCLUOE— GUIDANCE ANO COUNSELING) GENERAL. 

DOCUMENT CONTENTS INCLUOE) COUNSELING# GIRLS# MlOKEST# REPORTS# STATUS# FUTURE. 
source: QPO# 2902-0001# 60.30. 



JOBFINOING TECHNIQUES FOR MATURE WOMEN. 02/1970# AOP. fU.S* OE*»T. OF LABOR# WOMEN'S 

'^^^PAMPHLET WHICH may BE USED AS RESOURCE MATERIAL# PRESENTEO ON A SECONOARY LEVEL. 
SPECIAL ASPECTS INCLUDE— OUIOANCE ANO COUNSELING) GENERAL. 

DOCUMENT contents INCLUOE) JOB# WOMEN. 

source: opo# 2902 - 0037 # * 0 . 30 . 



IONTINUINQ education programs ANO SERVICES FOR WOMEN. 01/1968# lOAP. fU*S. OEPT. OF 

reference BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL# PRESENTEO ON A SECONOARY LEVEL. 

SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING) GENERAL. 

DOCUMENT CONTENTS INCLUDE) EOUCATION PROGRAMS# EDUCATION SERVICES# WOMEN. 

SOURCE) GPO# 2902-0026# 60.AO. 



U.S. MANPOWER IN THE 1970'S# OPPORTUNITY ANO CHALLENGE. 1970# 28P. (U.S. OEPT. OF LABOR) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL# PRESENTEO ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUOE— GUIDANCE ANO COUNSELING) 

general. 

DOCUMENT CONTENTS INCLUDE) U.S. MANPOWER# OPPORTUNITY# CHALLENGE. 

SOURCE) GPO# 2900-0101# *0.55. 



apprenticeship# PASY and present. 1969# 2AP. (U.S. OEPT. OF LABOR# MANPOWER 

REFERENCE BOOK WHICH MAY RE USEO AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUOEO. SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING) 

OOCUMENT*’CONTENTS InCLUOE) APPRENTICESHIP# PAST# PRESENT# CHANGE# DIRECTIONS. 

SOURCE) QPO# 2906-0001# 60.25* 
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ouioance ano counseling 



MINORITY BUSINESS OPPORTUNITIESt 1970» 39«Pt IU*St OEPTt OP HOUSING AND URBAN 
development# OPPICE op The ASS'T# sec* POR equal OPPORTUNITY! 

REPEREnCE book which may be used as resource material# presented on a secondary level# 
SPECIAL aspects Include— guidance and cdunselinq: general# 
disadvantaged/hanoicapped external; ethnic# 

document contents Include; minority# business opportunities# propessional# resources# 
source; GPO# ?300-01S5# »3#00# 

vocational education# the bridge BETmEEN man and his MORK# 19SR# 2?0P# INATIONAL ADVISORY 
COUNCIL ON VOC# EOUC## HEN# DPP OP E0UC#l 

REPERENCE POOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 

Illustrations# statistics are included# special aspects Include-- related 
education; general# guidance and counseling; general# tEaCher education; general# 
document contents Include; vocational education# work# growth# enrollment# pinancing# 

ADMINISTRATION# RESEARCH# TEACHER EDUCATION# VOCATIONAL GUIDANCE# EVALUATION# 
manpower# INNOVATIONS# 
source; GPO# 1780-0SA3# t?#25# 

A HANDBOOK FOR JOB RESTRI/CTURIHO # 1970.# A6P# (U#S# OEPT# OP LABUR# MANPOWER AOMIN#! 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 

Illustrations are included# special aspects include-- guidance ano counseling; 
general# 

document contents include; job restructuring# 

source; GPO# 2900-00A7# •0#55# 

handbook ON WOMEN WORKERS - 1969 BULLETIN 29A# 1969# 38aP# «U#S# OEPT# OF LABOR# WOMEN'S 

BUREAU! 

reference book which may be used as RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 
ILLUSTRATIONS# STATISTICS ARE INCLUDED# SPECIAL ASPECTS INCLUDE— GUIDANCE AND 

counseling; general# 

DOCUMENT CONTENTS INCLUDE; WOMEN WORKERS# ECONOMIC# EOUALITY# OPPORTUNITY# MARITAL# 
family# EMPLOYMENT# INCOME# EDUCATION# LAWS# POLITICAL# CIVIL# 
source; GPO# 2902-0009# •1#50# 

NEGRO W0MEN####IN THE POPULATION ANO IN THE LABOR FORCE# 12/1967# AlP# (U#S# OEPT# OP 
LABOR# wage and Labor standards aDmIn#i 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 

illustrations are included# special aspects include— OUIOANCE ANO .counseling; 

GENERAL# OISAOVANTAGEO/HANOICAPPEO EXTERNAL; ETHNIC# 

DOCUMENT CONTENTS INCLUDE; NEGRO WOMEN# POPULATION# LABOR# EDUCATION# FAMILIES# 
POVERTY# Child Care# 
source; GPO# 2903-0002# WAGE# 

TRENDS IN educational ATTAINMENT OF WOMEN# 10/1969# 19P# IU#S# OEPT# OF LABOR# BUREAU OF 
WOMEN! 

pamphlet which may be used AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL# 

illustrations are included# special aspects include— guidance ano counseling; 

GENERAL# 

DOCUMENT CONTENTS INCLUDE; EDUCATION# WOMEN# HIGH SCHOOL# COLLEGE# ADVANCED DEGREES# 
LABOR# 

source; WOMEN# 

WOMEN - THEIR SOCIAL ANO ECONOMIC STATUS# SELECTED REFERENCES# 12/1970# AlP# (U#S# OEPT* 

OP LABOR# WOMEN'S BUREAU! 

reference book which may be USED AS RESOURCE MATERIAL* PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects Include— guidance ano counseling; general# 

DOCUMENT CONTENTS INCLUDE; WOMEN# SOCIAL# ECONOMIC# EDUCATION# EMPLOYMENT# FEMINIST 
MOVEMENTS# LEGAL# NEPRO# SUFFRAGE# 

source; women# 

CAREERS IN health# 1969# 16P# IHEW# PUBLIC HEALTH SERVICE! 

pamphlet which may be used as resource material# PRESENTED ON A SECONDARY LEVEL# 

illustrations are Included# special aspects include— guidance and counseling; 
general# 

DOCUMENT CONTENTS INCLUDE; CAREERS# HEALTH# 
source; MHA# 
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U*8» industrial outlook 1971 WITH PROJECTIONS THROUGH 1980* 02/1971# ♦''SR* (U*S* OEPT. OF 

COHHERCE# BUR* OF OOHESTIC COHHERCEI 

REFERENCE BOOK WHICH HAY BE USED AB RESOURCE HATERlAL# PRESENTED ON A SECONDARY LEVEL* 

Illustrations are included* special aspects include-- guidance and counseling: 

GENERAL* 

OOCUHENT CONTENTS INCLUDE: INDUSTRIAL# CONSTRUCTION# WOOD# PACKAGING# PRINTING# FOOD# 

CONSUMER# CHEMICALS# PLASTICS# METALS# PETROLEUM# ELECTRONIC# MEDICAL# BUSINESS# 

aerospace# transportation# communications# wholesale# retail# education# power* 
source: gpo# a5*oo* 

CAPSULE* IHEW# OFFICE OF EOUCATIONI 

QUARTERLY PERIODICAL WHICH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT CONTENTS INCLUDE: COUNSELING# EDUCATION* 

source: eric# free* 

OCCUPATIONAL OUTLOOK QUARTERLY* lUS OEPT* OF LABOR# LABOR STATISTICS BUREaUI 

quarterly periodical which may be used as RESOURCE MATERIAL# PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT CONTENTS INCLUDE: OCCUPATIONAL OUTLOOK# EMPLOYMENT# TRENDS# RESEARCH# 

STATISTICS* 

source: gpo# single copy# * 0*45 * gpo# annual SUBSCRIPTION# *1*50* 

CIVIL SERVICE journal* IUS CIViL SERVICE COMM*) 

QUARTERLY PERIODICAL WHICH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING: GENERAL* 

DOCUMENT contents INCLUDE: TRENDS* 

source: gpo# yr* subscription# «1*00* 

YOUTH opportunity CENTERS - FOCUS ON YOUTH AND JOBS* 02/1969# BP* lOEPT* OF LABOR) 
STUOENT-ORIENTEO PAMPHLET WHICH HAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING: GENERAL* 
DOCUMENT CONTENTS INCLUDE: YOUTH# JOBS* 

source: gpo# 2900-0035# 60*i5* 

The neighborhood youth corps-hope ANO HELP FOR YOUTH* 05/1969# BP* JOEPT* OF LABOR) 
STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 
DOCUMENT CONTENTS INCLUDE: HELP# YOUTH* 

source: gpo# 2900-0023* 60*i5* 

apprentice training - SURE WAY TO A SKILLET CRAFT* 07/1970# lOP* lOEPT* OF LABOR# 

MANPOWER AOMIN*) 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 

secondary level* special aspects Include— guidance and counseling: general* 

DOCUMENT contents INCLUDE: APPRENTICE TRAINING# SKILLED CRAFT* 

source: gpo# 2906-0003# 60*i5* 

AN EMPLOYER'S GUIDE TO ON-THE-JOB TRAINING UNDER ThE MANPOWER DEVELOPMENT ANO TRAINING ACT* 
OA/1969# 12P* (DEPT* OF LABOR# MANPOWER AOMIN*) 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING: GENERAL* 
OOCUHENT CONTENTS INCLUDE: EMPLOYER’S GUIDE# ON-THE-JOB TRAINING# MANPOWER ACT* 

source: GPO# 2900-00A8# 60*15* 

MANPOWER DEVELOPMENT AND TRAINING - PREPARING PEOPLE FOR GOOD JOBS* 1969# BP* «OEPT* OF 
LABOR# MANPOWER AOMIN* ) 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A 

secondary level* special ASPECTS Include— guidance and counseling: general* 

DOCUMENT CONTENTS INCLUDE: MANPOWER DEVELOPMENT# JOBS* 

source: GPO# 2900-0019# 60*15* 

00 YOU WANT A JOB* 1969# BP* (OEPT* OF LABOR# MANPOWER AOMIN*) 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE (MATERIAL# PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE ANO COUNSELING: GENERAL* 
document CONTENTS INCLUDE: JOB* 

source: gpo# 2900-001A# 60*10* 
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SCHOOL OR ELSE**"* 1965/ lOP* (DEPT* OF LABOR/ BUR* OF EMPLOYMENT SECURITY) 

STUDENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING! GENERAL* 
DOCUMENT CONTENTS INCLUDE! SCHOOL/ JOBS* 

SOURCE! GPO/ 2913-0016/ $0*10* 

HANDBOOK FOR YOUNG WORKERS! LABOR LAWS/ TRAINING OPPORTUNITIES/ SOURCES OF HELP* 1965/ 

29P* (DEPT* OF LABOR/ BUR* OF LABOR STANDARDS) 

STUDENT-ORIENTEO REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING! GENERAL* 
DOCUMENT CONTENTS INCLUDE! YOUNG WORKERS/ LABOR LAWS/ TRAINING/ HELP* 

SOURCE! GPO/ 2903-0029/ $0*20* 

IS THERE YOUTH POWER IN YOUR LABOR FORCE* 1969/ 7P* (DEPT* OF LABOR/ MANPOWER AOMIN*) 
STUDENT-ORIENTEO PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* SPECIAL ASPECTS INCLUDE-- GUIDANCE ANO COUNSELING! GENERAL* 
DOCUMENT CONTENTS INCLUDE! YOUTH POWER/ LABOR FORCE* 

SOURCE! GPO/ 2903-0037/ $0*10* 

TRAINING MANUAL FOR THE DICTIONARY OF OCCUPATIONAL TITLES (THIRD EDITION) PART A/ 
INSTRUCTOR'S GUIDE* 1965/ 23P* (DEPT* OF LABOR/ BUR* OF EMPLOYMENT SECURITY) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING! GENERAL* 

DOCUMENT CONTENTS INCLUDE! TRAINING MANUAL/ D*0*T*. 

SOURCE! GPO/ 2913-0069/ $0*35* 

USING THE NONPROFESSIONAL* 1970/ IBP* (OEPT* OF LABOR/ MANPOWER ADMIN*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-*- GUIDANCE AND COUNSELING! GENERAL* 
disadvantaged/handicapped EXTERNAL! EDUCATIONAL/ ECONOMIC/ ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE! NONPROFESSIONAL/ HIRING/ TRAINING/ DISADVANTAGED YOUTH* 
SOURCE! GPO/ 2900-0041/ $0*30* 

TESTING/ COUNSELING/ AND SUPPORTIVE SERVICES* 1970/ 55P * ( OEPT* OF LABOR/ MANPOWER 

ADMIN* ) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING! GENERAL* 
DISADVANTAGED/HANDICAPPED EXTERNAL! EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE! TESTING/ COUNSELING/ SUPPORTIVE SERVICES/ DISADVANTAGED 
YOUTH* 

SOURCE! GPO/ 2900-0044/ $0*60* 

JOB PLACEMENT/ CREATION/ AND DEVELOPMENT* 1970/ 31P* (DEPT* OF LABOR/ MANPOWER ADMIN*) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING! GENERAL* 
DISADVANTAGEO/HANDICAPPED EXTERNAL! ECONOMIC* 

DOCUMENT CONTENTS INCLUDE! JOB PLACEMENT/ CREATION/ DEVELOPMENT/ DISADVANTAGED YOUTH* 
SOURCE! GPO/ 2900-0040/ $0*40* 

THE COST AND OUTPUT OF GRADUATE SOCIAL WORK EDUCATION! AN EXPLORATORY STUDY* 04/1970/ 

188P* (HEW/ SOCIAL AND REHABILITATION SERVICE) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING! GENERAL* 

DOCUMENT CONTENTS INCLUDE!; COST/ OUTPUT/ GRADUATE SOCIAL WORK/ DESCRIPTION* 

SOURCE! GPO/ 1760-0095/ $1*75* 

POST-INSTITUTIONAL SERVICES FOR DELINQUENT YOUTH* 1967/ 50P* (MANELLA/ RAYMOND L*) 

textbook which MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING! GENERAL/ YOUTH* 
DISADVANTAGEO/HANDICAPPED EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE! POST-INSTITUTIONAL SERVICES/ DELINQUENT YOUTH/ LEGAL/ 
SUPERVISION/ ADMINISTRATIVE/ PROGRAM/ RELEASE/ STANDARDS* 

SOURCE! GPO/ 1791-0103/ $0*25* 
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YOUTH INVOLVEMENT* 1970i 30P* (WEBERi J* ROBERTi CUSTERi 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL^ 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: 
DOCUMENT CONTENTS INCLUDE: YOUTH INVOLVEMENTi SOClALi 

JOB TRAINING* 

source: GPOi 1760-0094i $0*25* 



CARSON) 

presented on a secondary level. 

GENERAL* 

PARTICIPATIONi COUNCILi ACTION/ 



GROUP COUNSELING WITH DELINQUENT YOUTH* 1968/ 38P* (GILMAN/ MERRIT 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL/ 
OISADVANTAGED/HANDICAPPED EXTERNAL: ENVIRONMENTAL* ■ 

DOCUMENT CONTENTS INCLUDE: GROUP COUNSELING/ DELINQUENT YOUTH/ 

TRAINING/ LEADERSHIP* 
source: GPO/ 1791-0105/ $0*30* 



T/ GORLICH/ ELIZABETH) 
POST-SECONDARY LEVEL* 
YOUTH* 

STRUCTURE/ ROLE/ 



1970/ 20P* (MARTIN/ JOHN M*/ FITZPATRICK/ 



PRESENTED ON A POST-SECONDARY LEVEL* 



ANALYZING DELINQUENT BEHAVIOR - A NEW APPROACH. 

JOSEPH P*/ GOULD/ M*D*/ ROBERT E*) 

Textbook which may be used as resource material/ 

SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL/ YOUTH' 
DOCUMENT CONTENTS INCLUDE: DELINQUENT BEHAVIOR* 

source: GPO/ 1760-0053/ $0*20* 



nonmetropolitan delinquency: an action PROGRAM* 1969/ 27P* (POLK/ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 

SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 

D ISAOVANTAGEO/HANDICAPPEO EXTERNAL: ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: NONMETROPOLITAN/ DELINQUENCY/ CRIME/ SCHOOL/ 

source: GPO/ 1760-0052/ $0*30* 



KENNETH ) 

POST-SECONDARY LEVEL* 



PROGRAMS. 



TOWARD A POLITICAL DEFINITION OF JUVENILE DELINQUENCY* 08/1970/ 17P* (MARTIN/ JOHN M*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 
OISADVANTAGED/HANDICAPPED EXTERNAL: ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: POLITICAL/ JUVENILE DELINQUENCY* 

source: GPO/ 1766-0003/ $0*25* 



THE 



CULTURE OF YOUTH* 1969/ 29P* (WOLFGANG/ MARVIN E*) , 

Textbook which may be used as resource material/ presented on a post-secondary level* 
SPECIAL aspects INCLUDE-- GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 

DOCUMENT CONTENTS INCLUDE: CULTURE/ YOUTH/ SOCIALIZATION/ DEPENDENCY/ PROTEST/ CRIME/ 

PARTICIPATION/ NEGROES/ POOR* 
source: GPO/ 1760-0034/ $0*20* 



YOUTH AND VIOLENCE* 1970/ 91P* (WOLFGANG/ MARVIN E*) , - ^ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON • A POST-SECONDARY LEVEL 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL*/ YOUTH* 
OISADVANTAGED/HANDICAPPED EXTERNAL: ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: YOUTH/ VIOLENCE/ SOCIALIZATION/ SUBCULTURE/ CRIMES/ 

STUDENT/ SOCIETY* 
source: GPO/ 1766-0001/ $0*55* 



REHABILITATION COUNSELOR; HELPER OF THE HANDICAPPED* 28P* (OGG/ ELIZABETH) ,^,,^1 

PAMPHLET WHICH MAY BE USED AS A JOB SPECIFICATION/ PRESENTED ON A POST-SECONDARY LEVEL 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 
OISADVANTAGED/HANDICAPPED INTERNAL.: PHYSIOLOGICAL* 

DOCUMENT CONTENTS INCLUDE: REHABILITATION COUNSELOR/ HANDICAPPED* 

source: PAMPHLETS/ $0*25* 



AN INTRODUCTION TO THE VOCATIONAL REHABILITATION PROCESS/ A TRAINING MANUAL* 07/1967/ 
201P* (MCGOWAN/ JOHN F*/ PORTER/ THOMAS L*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT CONTENTS INCLUDE: VOCATIONAL REHABILITATION/ INCIDENTS/ OUTCOMES/ 

LEGISLATION/ SOCIETY/ PLANNING/ MEDICaL/ PSYCHOLOGICAL/ SOCIOCULTURAL/ VOCATIONAL/ 
SERVICES/ ROLE* 

source: GPO/ 1761-0021/ $1*75* 
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REPORT OF THE NATIONAL CITIZENS ADVISORY COMMITTEE ON VOCATIONAL REHABILITATION. 

26/06/1968< 115P. (HEW) ^ 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERlALi PRESENTED ON A POST-SECONO AR Y LEVEL. 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-" GUIDANCE AND COUNSELING: ■ 

general. 0 isad vantaged/handicappeo internal: physiological. 

DOCUMENT CONTENTS INCLUDE: VOCATIONAL REHABILITATION/ RECOMMENDATIONS/ PROBLEM/ 

SERVICES/ FACILITIES/ TRAINING/ MANPOWER/ INFORMATION/ EDUCATION. 
source: GPO/ 1700-0023/ *0.75. 



EMPLOYER MANPOWER PLANNING AND FORECASTING. 1970/ 38P. (U«S. DEPT* OF LABOR/ MANPOWER 

AOMIN* ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: 
GENERAL. 

DOCUMENT CONTENTS INCLUDE: MANPOWER/ PLANNING/ FORECASTING. 

source: GPO/ 2900-0089/ $0.50. 



US DEPT. OF LABOR NEWS. (US DEPT. OF LABOR) 

QUARTERLY P E R I OD I C A L WH ICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY 
LEVEL. SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL. 

DOCUMENT CONTENTS INCLUDE: LABOR NEWS/ TRENDS. 

source: us dept, of labor/ free. 

A GUIDE TO STUDENT ASSISTANCE. 1970/ 129P. (91ST CONGRESS/ 20 SESSION/ HOUSE DOCUMENT NO. 

91-221: COMMITTEE ON EDUCATION AND LABOR/ U.S. HOUSE OF REPRESENTATIVES) 

reference BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING; GENERAL. 

DOCUMENT CONTENTS INCLUDE) STUDENT ASSISTANCE/ FEDERAL/ PROGRAMS/ LOAN/ FELLOWSHIP/ 
UNDERGRADUATES/ SCHOLARSHIPS. 
source: GPO/ 5271-0065/ *0.60. 



PROFILE OF YOUTH — 1966/ PART 2< A REPORT PREPARED AT THE REQUEST OF SENATOR CLAIBORNE PELL 
OF RHODE ISLAND. 10/1966/ 908P. (LEGISLATIVE REFERENCE SERVICE/ LIBRARY OF CONGRESS/ 
89TH CONGRESS/ 20 SESSION/ SENATE/ DOCUMENT NO. 124/ PART 2) 



reference BOOK WHICH MAY BE 
STATISTICS ARE INCLUDED. 
GENERAL/ YOUTH. 

DOCUMENT CONTENTS INCLUDE) 
source: GPO/ 5271-0134/ $1 



USED AS RESOURCE MATERIAL/ 
SPECIAL ASPECTS INCLUDE-- 



presented on 

GUIDANCE AND 



A secondary 
counseling: 



LEVEL. 



PROFILE/ 

75. 



YOUTH. 



PROFILE OF YOUTH - 1966) A REPORT PREPARED AT THE REQUEST OF SENATOR CLAIBORNE PELL OF 
RHODE ISLAND FOR THE SUBCOMMITTEE ON EMPLOYMENT/ MANPOWER/ AND POVERTY PART 1. 10/1966/ 

317P. (LEGISLATIVE REFERENCE SERVICE/ LIBRARY OF CONGRESS/ SENATE/ 89TH CONGRESS 20 

SESSION/ DOCUMENT NO. 124/ PART 1) _ 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUC'ED. SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING) 

GENERAL/ YOUTH. 

DOCUMENT CONTENTS INCLUDE) PROFILE/ YOUTH. 
source: GPO/ 5271-0135/ *1.00. 

SCIENTIFIC AND ENGINEERING MANPOWER IN COMMUNIST CHINA/ 19A9-1963. 1965/ 588P. (CHENG/ 

'"^^REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
STATISTICS ARE INCLUDED. SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: 

GENERAL* ■ 

DOCUMENT CONTENTS INCLUDE) SCIENTIFIC MANPOWER/ ENGINEERING MANPOWER/ COMMUNIST CHINA. 

source: GPO/ 3800-0009/ *2.00. 



FUTURES IN THE FEDERAL GOVERNMENT. 12/1967/ 31P. (U.S. CIVIL SERVICE COMM./ PAMPHLET 1) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL. 

DOCUMENT CONTENTS INCLUDE: FUTURES/ FEDERAL GOVERNMENT. 

source: GPO/ 0600-0447/ *0.20. 
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SCIENCE AND ENGINEERING CAREERS IN GOVERNMENT - DESCRIPTIONS OF BEGINNING JOBS FOR YOUNG 
PEOPLE* 1967/ 21P* (US CIVIL SERVICE COMM*) , cwci 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LESEL* 

SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL* padccd 

DOCUMENT CONTENTS INCLUDE: SCIENCE/ ENGINEERING/ DESCRIPTIONS/ JOBS/ CAREER* 

SOURCE: GPD/ 0600-0007/ *0*30* 

ANNUAL RPPORT OF FEDERAL CIVILIAN EMPLOYMENT IN THE UNITED STATES BY GEOGRAPHIC AREA/ 

DECEMBER '1/ 19^? 1970^ (US CIVIL SERVICE COMM*/ BUREAU OF MANPOWER INFORMATION 

^^^REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STAnS^CS ARE INCLUDED. SPECIAL ASPECTS INCLUDE- GUIDANCE AND COUNSELING: 

DOCUMENt'’cDNTENTS include: federal CIVILIAN/ EMPLOYMENT/ GEOGRAPHIC/ DISTRIBUTION. 

source: GPO/ 0600-0A34/ $1*50. 

SELECTIVE PLACEMENT - HIRING THE HANDICAPPED ACCORDING TO THEIR ABILITIES* 08/1963/ 25P . 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL* 
disadvantaged/handicapped internal: physiological* nn. irv 

DOCUMENT CONTENTS INCLUDE: HIRING/ HANDICAPPED/ ABILITIES/ FEDERAL/ POLICY* 

source: gpo> 0600-0468/ *o*i5* 

STUDY OF EMPLOYMENT OF WOMEN IN THE FEDERAL GOVERNMENT 1969* 11/1970/ 238P* (U*S* CIVIL 

SERVICE COMM*/ BUREAU OF MANPOWER INFORMATION SYSTEMS) i cv/ci 

REFFRENCE book which may be used as resource MATERIAL/ PRESENTED ON ^ LEVEL* 

STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING. 

GENERAL* 

DOCUMENT CONTENTS INCLUDE: EMPLOYMENT/ WOMEN/ PAY* 

source: GPO/ 0600-0436/ 91*75* 



GUIDE SIGNS/ NOT STOP SIGNS* 1968/ 30P * (KANDEL/ MYRON) 

RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: 



EMPLOYMENT TESTING: 

PAMPHLET WHICH MAY BE USED AS 
ILLUSTRATIONS ARE INCLUDED* 

GENERAL* „ 

DOCUMENT CONTENTS INCLUDE: EMPLDYMENT TESTING/ GUIDE* 

source: GPO/ 0500-0021/ $0*20* 

SCIENTISTS AND ENGINEERS IN THE FEDERAL PERSONNEL SYSTEM* 12/1970/ 22P* (U*S* CIVIL 

SFRVICF COMM*/ BUREAU DF POLICIES AND STANDARDS) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- GUIDANCE AND COUNSELING: GENERAL* 

DOCUMENT CONTENTS INCLUDE*. SCIENTISTS/ ENGINEERS/ FEDERAL PERSONNEL SYSTEM* 
source: GPO/ 0600-0008/ $0*40* 



1970/ 266P* 1U*S* DEPT* OF LABOR/ MANPOWER ADMIN*)* 

USED AS RESOURCT: MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- GUIDANCE AND 



SOCIAL 



CAREER THRESHOLDS/ VOLUME 1 

REFERENCE BOOK WHICH MAY BE 
ILLUSTRATIONS/ STATISTICS 

DOCUMENT CONTENTS INCLUDE: CAREER/ VARIABLES/ DEMOGRAPHIC CHARACTERISTICS/ , 

CHARACTERISTICS/ LABOR FORCE/ EMPLOYMENT STATUS/ EMPLOYMENT PATTERNS/ WORLD OF WORK/ 
JOB SATISFACTION/ JOB ATTACHMENT/ GLOSSARY* 
source: GPO/ 2900-0059/ $2*00* 

transferring MILITARY EXPERIENCE TO CIVILIAN JOBS/ A STUDY OF SELECTED AIR FORCE VETERANS* 
10/1968/ 38P* (U*S* DEPT* OF LABOR/ MANPOWER ADMIN*) 

REFFRENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLuAtLtIONS ARriNCLUDED* SPECIAL ASPECTS INCLUDE- GUIDANCE AND COUNSELING*. 

DOCUMENT CONTENTS INCLUDE! TRANSFER/ MILITARY EXPERIENCE/ CIVILIAN JOBS* 

SOURCE: MANPOWER* 



PRIVATE INDUSTRY - THEIR IMPLICATIONS FDR MANPOWER POLICY* 

MONOGRAPH NO* 7* 10/1968/ 130P* (U*S* DEPT* DF LABOR/ 



o 

ERIC 



WORK FORCE ADJUSTMENTS IN 

manpower/automation research 
MANPOWER ADMIN * ) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 

SPECIAL ASPECTS INCLUDE**- GUIDANCE AND COUNSELING) GENERAL* 
DOCUMENT CONTENTS INCLUDE: WORK FORCE/^ INDUSTRY/ 

source: manpower* 



MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 



manpower. 



131 
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GUIDANCE AND COUNSELING 



AN OPTIMUM training SYSTEM IN APPREN T I CE ABLE OCCUPATIONS# VOLUME 1. MANPOWER RESEARCH 
MONOGRAPH NO* 20* 1970# 2AP* (U*S* DEPT* OP LABOR/ MANPOWER ADMIN.) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL. 

DOCUMENT CONTENTS INCLUDE: TRAINING SYSTEM# APPRENT I CE ABLE OCCUPATIONS* 

source: gpo# 2900-0111# $0.25* 

FINDING JOBS FOR NEGROES! A KIT OF IDEAS FOR MANAGEMENT* MANPOWER/AUTOMATION RESEARCH 
MONOGRAPH NO* 9* 11/1968# 13P. (U*S* DEPT« OF LABOR# MANPOWER ADMIN.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL# PRESENTED ON A SECONDARY LEVEL. 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: SPECIFIC. 

disadvantaged/handicapped external: ethnic. 

DOCUMENT CONTENTS INCLUDE: JOBS# NEGROES# MANAGEMENT. 

source: GPO# 2900-0062# $0.30* MANPOWER. 

RURAL MANPOWER DEVELOPMENT! OUTREACH# TRAINING# AND FAMILY SERVICE METHODS DEVELOPED BY 
THE M.I.T.C.E* EXPERIMENT# 1965-1968. 1967# 181P. (U*S* DEPT. OF LABOR# THE NORTH 
CAROLINA FUND) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERI AL# PRESENTED ON A SECONDARY LEVEL. 
SPECIAL aspects include— GUIDANCE AND COUNSELING! SPECIFIC* 

disadvantaged/handicapped external: environmental* 

DOCUMENT CONTENTS INCLUDE! RURAL# MANPOWER DEVELOPMENT# TRAINING# FAMILY SERVICE. 
source: MANPOWER. 
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INCLUDES materials 



directed to the preparation or orientation of vocational educators. 



oeSeml^ disLvantaged/handicapped external; ethnic, inoian. 

INSERVICE EDUCATION. 
source: HASKELL/ •l.SO. 

CHANOES 'N “|?‘“;E„“;'‘’^oj/;[;;CH'«rBruSEriN\15RJlcIIJliM'^ presENTED ON A 

”sE«SoA EVEl" S A? ^K^A;E 5nc!!SJe?: SPECIAL ASPECTS INCLUDE-- TEACHER 

Doi^j?T„iTErTr?^^LuSjr"^j;:?sr^;:?^^“ruiSRi^:^?;?iEsf'u;?s^^ urban 

PROBLEMS* 

source; bls. 

NAKING posters, flashcards, and charts for EXTENSION TEACHING. 06/1968, ISP. (PONER, 

“ ”S 

teacher education: general* ^aa.d-c 

document contents include: posters/ FLASHCARDS/ CHARiS* 

source: gpoi 0100 - 043 O/ to.is* 

TEACHING CONSERVATION THROUGH OUTDOOR EDUCATION AREAS. 05/1970, 23P . (USDA, FOREST 

^'’'teaCHER-ORIEiItED GUIDEBOOK UHICH MAY BE USED AS RESOURCE MATERIAL, PRESENTED ON A 
SEWNoJrT LEVEL. special ASPECTS INCLUDE- TEACHER EDUCATION; SPECIFIC, 

DOcS^lN^SSrEI^TS JNCLUDE; OUTDOOR EDUCATION, CONSERVATION EDUCATION, PHILOSOPHY, 
SITE* 

source: GPO/ OIOO-O 57 O/ iO*35» 



*"^"‘hoIIthLy“erI00ICAl“1!hIc7maY be USEd‘as°RESOURCE MATERIAL, PRESENTED ON A 

leveI!. ulSs?S1:t?SiS"a5J included, special aspects include- related 

GENERAL. TEACHER EDUCATION: GENERAL. „TTnKi cTWAKirF. 

nnrMMFNT CONTENTS INCLUDE: EDUCATION/ RESEARCH/ LEGISLATION/ FINANCE. 

sSSrSe; g?oI sILJe copy; *0.50. gpo, annual subscription, .a. bo. 



SECONDARY 

EDUCATION 



AND HIS WORK* 1968/ 220P . (NATIONAL ADVISORY 



VOCATIONAL EOUCATION/ THE BRIDGE BETWEEN MAN 

"°''RFjERENCrBOOK''wH;CH''MAY B^USED^S^R^ SOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

MANPOWER/ INNOVATIONS. 
source: GPO/ 1780-0543/ *2*25. 

experimental and demonstration findings no. s. orientation, couivsei^inq, and assessment 

o;!ESfA?i^“N;^j;i2sk?r;^;BSSHENT, MANPOHER PROGRAMS. 

source: manpower* 

ILLUST(^ATIONS ARE INCLUDED* SPECIAL AoPECTS INCLUDE-- itALMtK 

DOCUMENT^CONTENTS^INC^ TEACHING/ SPORTS SKILLS, TENNIS/ BOWLING/ GOLF, BADMINTON. 

SOURCE: GPO, 4000-0028/ 90*40* 
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38 DISADVANTAGED/HANDICAPPED - INTERNAL 

INCLUDES materials RELEVANT TO TEACHING THOSE NOT PROFITING FROM REGULAR EDUCATIONAL PROCESS 
DUE TO HANDICAPS OR DISADVANTAGES ARISING FROM CAUSES SUCH AS PSYCHOLOGICAL OR PHYSIOLOGICAL 
(I.E.i MENTAL/ VISUAL/ AUDITORY/ OR MOTOR) DEFECTS* 



HELP 



ING THE HANDICAPPED IN RURAL AREAS* 04/1968/ IIP* (USDA/ FEDERAL EXTENSION SERVICE) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- DI S AOV ANTAGED/H AND IC APPEO INTERNAL! PHYSIOLOGICAL* 
DISADVANTAGED/HANDICAPPED EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE! HANDICAPPED/ RURAL AREAS/ REHABILITATION* 

SOURCE! GPO/ 0100-0579/ $0*10* 



BETTER EDUCATION FOR HANDICAPPED CHILDREN* 30/06/1969/ 63P* (U*S* DEPT* OF HEW> OFFICE OF 

EDUCATION ) 

teacher-oriented reference book WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
POST-SECONDARY LEVEL* ILLUSTRATIONS/ STATISTICS ARE INCLUDED* SPECIAL ASPECTS 
INCLUDE— DISADVANTAGEO/HANDICAPPED INTERNAL! PSYCHOLOGICAL / PHYSIOLOGICAL* 
DOCUMENT CONTENTS INCLUDE! HANDICAPPED CHILDREN/ RESEARCH* 

SOURCE! GPO/ 1780-0671* 



DESIGN FOR ALL AMERICANS* 12/1967/ 54P* (HEW/ SOCIAL ANO REHABILITATION SERVICE) 

pamphlet which may be USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISAOVANT AGED/HANDICAPPED 
INTERNAL! PHYSIOLOGICAL* 

DOCUMENT CONTENTS INCLUDE! DESIGN* 

SOURCE! GPO/ 1761-0004/ $0*50* 







■■ 







i 
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TRAVEL BARRIERS* 1970/ 46P* (US DEPT* OF TRANSPORTATION) 

\ PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

\ ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISADVANT AGED/HANDICAPPEO 

' INTERNAL! PHYSIOLOGICAL. 

DOCUMENT CONTENTS INCLUDE! HANDICAPPED/ TRAVEL BARRIERS/ GUIDELINES/ TRANSPORTATION* 
SOURCE! GPO* 

THE VIOLENT OFFENDER* 1968/ 39P* (GLASER/ DANIEL/ KENEFICK/ DONALD/ O'LEARY/ VINCENT) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— DISADVANTAGED/HANDICAPPEO INTERNAL! PSYCHOLOGICAL * 
DOCUMENT CONTENTS INCLUDE! VIOLENT OFFENDER/ CLASSIFICATION/ TRENDS/ TYPES* 

SOURCE! GPO/ 1760-0027/ $0*20* 

DELIVERING REHABILITATION SERVICES* 1970/ 73P* (HEW/ SOCIAL AND REHAB* SERVICE) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- 
DISADVANTAGED/HANDICAPPED INTERNAL! PSYCHOLOGICAL / PHYSIOLOGICAL* 

DOCUMENT CONTENTS INCLUDE! REHABILITATION SERVICES* 

SOURCE! GPO/ 1760-0088/ $0*40* 

FINANCING REHABILITATION SERVICES* 1969/ 36P* (COPELAND/ WILLIAM C*) 

REFERENCE BODK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONOARY 
LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- 
DISADVANTAGED/HANDICAPPEO INTERNAL! PSYCHOLOGICAL / PHYSIOLOGICAL* 

DOCUMENT CONTENTS INCLUDE! FINANCING/ REHABILITATION SERVICES/ FUNDS* 

SOURCE! GPO/ 1760-0090/ $0*25* 



legal 

C* ) 



RIGHTS OF THE DISABLED AND D I SAD V). NTAGED * 1969/ 102P* (ALLEN/ J*D*/LL*M*/ RICHARD 



REFERENCE BOOK WHICH MAY BE 
LEVEL* ILLUSTRATIONS ARE 

disadvantaged/handicapped 
DOCUMENT CONTENTS INCLUDE! 



USED AS RESOURCE MATERIAL,/ PRESENTED 
INCLUDED. SPECIAL ASPECTS INCLUDE-- 



ON A POST-SECONOARY 



INTERNAL! PSYCHOLOGICAL 
LEGAL RIGHTS/ DISABLED/ 



/ PHYSIOLOGICAL* 
DISADVANTAGED/ MENTALLY/ 



PHYSICALLY/ 
SOURCE! GPO/ 



SOCIALLY/ economically* 
1760-0085/ $0*50* 











I 

I 
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A NATIONAL EFFORT FOR THE PJJflCALLY HANDICAPPED EXEO%Ff!^J?^?Ie%ReI?de 2 ^ 

ON THE PHYSICALLY HANDICAPPED - JULY 1970. 07/1970/ 

PRESIDENT'S TASK FORCE ON THE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

reference book which may be used as resource mater^ Internal: physiological. 

SPECIAL ASPECTS INCLUDE— DISADVANTAGED/HANDICAP INFORMATION/ FUNDING/ 

"°5SInCE/'chIldJeN/"L RESEARCH/ AGING/ PREVENTION/ MANPOWER/ FACILITIES/ 

PROGRAMS/ EMPLOYMENT. 

source: gpo/ 4000 - 0255 / so. 25 . 

s^rcrF?"T;;N/?R^Np£oN‘-i“?sr.SECOMDARY LEVEL. 
SPEcUl ASPEc?riNCLUOE- OUIDANCE AND COUNSELING; GENERAL- 

00?,■«ESrc;*N?ES^rrN^^SD^^ HANO.CARPEO. 

SOURCE: pamphlets# $0*25* 

HEARING AIDS. 10/1970/ 24P. ' ^pcenURCE ’ M^ PRESENTED ON A SECONDARY LEVEL. 

REFERENCE BOOK WHICH S^.^SED AS R^OU CE ATERl^ DISADVANTAGED/HANDICAPPED 

illustrations are included. special ASPECTS INLLUUt 

internal; auditory. 

DOCUMENT CONTENTS INCLUDE*. HEARING AIDS. 
source; GPO/ 0303-0751/ $0.35. 



advisory committee on vocational rehabilitation. 



report of the national citizens 

26/06/1968/ 115P. (HEW) ncor.iiDrc matprtaL. PRESENTED ON A POST-SECONDARY LEVEL' 

TEXTBOOK WHICH MAY BE USED AS RESOURCE ^ ‘-j^g^LUDE— GUIDANCE AND COUNSELING: 

T I I IIQTR ATTnNS ARE INCLUDED* SPECIAL ASPtCib iiNLLUut uw* 

source; GPO/ 1700-0023/ $0.75. 

housing for the physically impaired - A GUIDE FOR PLANNING AND DESIGN. 0I/19S8, ASP. 

(HUD/ HOUSING ASSISTANCE ADMIN . ) MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

guidebook which may be used as J“°uRce erial disadvantaged/i-andicapped 

ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPtCTb iiNi,i.uut 

internal; AUDITORY/ motor. phy^ICALLY IMPAIRED/ PLANNING/ DESIGN/ 

"“SeJghLSd/'IiJe/ DwI^LING STRUCTURES/ DWELLING UNITS/ COMMUNITY SPACE. 
source; GPO/ 2300-0133/ $0.45. 

developments in aging 1967/ a °Qpgg| ^s|c0ND SESS ION^^REPOPT^ NO^. 1098) 

04/1968/ 326P. (US SENATE/ 90TH ^0 G E MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

^^?:rUS?RinoSsTRElNCL52E5! TpEcJaL JsJeCTS INCLUDE- DISADVANTAGED/HANDICAPPED 

DoJS;rNr«S°iS?iS5E; “a^iSg^ income/ OPPORTUNITIES/ HEALTH CARE/ HOUSING/ 

FACILITIES/ SOCIAL SERVICES. 
source; GPO/ 5271-0169/ $1.25. 



STEP - A program to 



THE KEY 

CIVIL SERVICE COMM./ BUREAU OF 
GUIDEBOOK WHICH MAY BE USED 
SPECIAL ASPECTS INCLUDE — 
alcoholic. 

DOCUMENT CONTENTS INCLUDE*. 

PROGRAM/ SUPERVISOR/ SICK 
source; GPO/ 0600-0005/ $0 



COMBAT PROBLEM DRINKING AMONG EMPLOYEES. 01/1S69/ 29P. (US 
RETIREMENT/ INSURANCE AND OCCUPATIONAL HEALTH) 

AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
disLvantaged/handicapped internal*, psychological / 



PROBLEM 

LEAVE. 

.25. 



DRINKING/ EMPLOYEES/ ADMINISTRATION/ ILLNESS/ 



08/1963/ 25P. 



SELECTIVE PLACEMENT - HIRING THE HANDICAPPED ACCORDING TO THEIR ABILITIES. 

sfcohofhygfv.. 

;S:‘-HANSIci?FE?;“B.LIT.ES, FEDERAL, POLICY. 
SOURCE*. GPO/ 0600-0468/ $0.15. 



o 
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DI SADV ANT AGE D/HAMD I CAPPED 



INTERNAL 



REPORT OF THE TASK FORCE ON COORDINATION. 08/1963/ 46P. (HEW/ PUBLIC HEALTH SE 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECOND 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/WAN 

internal: mental. 

DOCUMENT CONTENTS INCLUDE: COORDINATION/ MENTAL RETARDATION/ SERVICES/ TRA 

research. 

source: gpo/ aooo-oobB/ so. 35. 



RVICE) 

ARY LEVEL. 

dicappeo 

INING/ 



REPORT OF THE TASK FORCE 



ON BEHAVIORAL 



AND SOCIAL RESEARCH. 



03/1964/ 73P. 



(HEW/ OFFICE OF 



the SECRETARY) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A P OST- SECOND ARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED INTERNAL: MENTAL* 

DOCUMENT CONTENTS INCLUDE: RESEARCH/ MENTAL RETARDATION* 

source: GPO/ 4000-0021/ SO. 45. 



MR 67: A FIRST REPORT TO THE PRESIDENT ON THE NATION'S PROGRESS AND REMAINING GREAT NEEDS 

IN THE campaign TO COMBAT MENTAL RETARDATION* 1967/ 32P . (THE PRESIDENT'S COMMITTEE ON 

MENTAL RETARDATION) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED 

internal: mental. 

DOCUMENT CONTENTS INCLUDE: REPORT/ NATION'S PROGRESS/ NEEDS/ MENTAL/ RETARDATION. 

source: GPO/ 4000-0112/ SO. 50. 
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disadvantaged/handicapped - EXTERNAL 
Deficits/ IMPOVERISHMENT, or poor environment. 



the story of the 



special NAVAJO EDUCATION PROGRAM. 1962. 174P. 

CURRICULUM DESIGN. PRESENTED ON A SECONDARY LEVEL- 
SPECIAL ASPECTS INCLUDE- D I S AD V ANT AGED/f- AND I C APPED 

OF WORK. NAVAJO. 



DOORWAY TOWARD THE LIGHT. 

(COOMBS. L. MADISON) 

GUIDEBOOK WHICH MAY BE USED IN 
illustrations are included, 
external: ethnic, navajo. 

DOCUMENT CONTENTS INCLUDE: WORLD 

source: HASKELL. *1-80. 

education for cross-cultural enrichment. 1364. 309P. (THOM^^^^ ^ 

teacher-oriented GUIDEBOOK ^HICH MAY BE USED IN C^ COUNSELING: GENERAL- 

inservice EDUCATION. 
source: HASKELL. *1-30- 



ADULT EDUCATION. 



VOLUME IV' 



1966. 167P. (U-S' 



“‘?EPT?°5F%HriNll"!SR*"BUBElu'’SF"'lNDnN‘'4^^^ CURRICU'UM DESIGN, PRESENTED ON 

^’^?rNEi;;«Y'';"Eu"''’“E™5.rIsPE"s Include.. gu.o.ncS and counseu.noi general. 

oo?JSErro;?^s^rrNj^;rEr FHi^NL-sIE:riiTS-"' 

health and. physical fitness, science. NUMBER CONCEPTS 

source: HASKELL- 



AN 



SYLVIA S. ) 

PRESENTED ON A 

teacher 



changes in urban R°!j^l^eOO,<''lHicH'MArBE'uSED°iN^CIJRRICUL^ 

TEACHER-ORIENTED RE>^EREnCE BOOK WHICH MAY ^ SPECIAL ASPECTS INCLUDE- 
SECONOARY level- ^ ^T I CS ARE INCL ^ECI ^L _ ENVIRONMENTAL- 

education: general- ^^^^DVANT GED suburbs. CITIES. UNEMPLOYMENT. URBAN 

DOCUMENT CONTENTS INCLUDE’. CENTRAL CITIES. SUBURBS. Lint 

PROBLEMS- 

source: bls- 



helping the handicapped in rural 04 / 1968 . IIP. ^USDA. fed s^j-q^daRY LEVEL- 

^‘S^^^^:u""sPECr.N'cD“rE^--‘%rs!rPT^ .NTBRN.- PHYSIOUCGICD. 

reh.s.d.t.t.or. 

source: gpo. 0100-0579. so-io- 



SERVICE ) 



PRESENTED 
INCLUDE-- 



ON A SECONDARY 



LEVEL- ILLUSTRATIONS ARE INCLUDED- SPECIAL ASPECTS 

^c^:!rsuH^;rj5:op.TT gpoup. .pt.cdeb. 

source: gpo. single copy. $ 0.35. 

WELFARE IN REVIEW- (HEW. * ’ cn AS RESOURCE MATERIAL. PRESENTED ON A SECONDARY 

BIHONTHLV EXTEPN.LT ECONOMIC 

level- special aspects include occciorH. STATISTICS. HEALTH SERVICES- 

SJir GpSI'sIngJe'cSpy; ^0.35. GPO. ANNUAL SUBSCRIPTION. Sl-75- 



age OF TRANSITION. •• rural YOUTH 
RESEARCH SERVICE) 

REFERENCE BOOK WHICH MAY BE 
SPECIAL ASPECTS INCLUDE — 
disadvantaged/handicapped 
DOCUMENT CONTENTS INCLUDE; 

EMPLOYMENT. HEALTH. WELFARE. 

source: gpo. 0100-0734. SO-75 



IN A CHANGING 



SOCIETY- 10/1967. 41P- (USDA. ECONOMIC 



USED AS RESOURCE MATERIAL. PRESENTED 

guidance and counseling: specific- 
external; environmental, rural- 

transition. RURAL YOUTH. ENROLLMENT. 
RURAL LIFE- 



ON A SECONDARY LEVEL. 



FORMAL TRAINING. 



o 

ERIC 
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OISAOVANTAQEO/HANOICAPPEO - EXTERNAL 



AGE OF transition: rural youth in a changing society HANOBOOK no. 3A7. 10/1967. y2P. 

(USOA. ECONOMIC RESEARCH SERVICE) 

REFERENCE BOOK WHICH MAY BE USED 
SPECIAL ASPECTS INCLUOE-- 
OISAOVANTAGEO/HANOICAPPEO 
OOCUMENT CONTENTS INCLUOE: 

source: qpo. 0100-0735. »o 



AS RESOURCE MATERIAL. PRERENTEO ON A SECONOARY LEVEL* 
GUIOANCE ANO COUNSELING: SPECIFIC* 
external: ENVIRONMENTAL. RURAL* 

TRANSITION. RURAL YOUTH. HEALTH. WELFARE* 

75. 



PLANNING EOUCATIONAL CHANGE: VOLUME I* TECHNICAL ASPECTS OF SCHOOL OESEGREQATI ON > 

OE-3801A. 04/1970. 21P. (HEW. OFFICE OF EOUCATION) 

AOMINISTRATOR-ORIENTEO QUIOEBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A 
POST-SECONOAR Y LEVEL* SPECIAL ASPECTS INCLUOE-- OISAOVANTAQEO/HANOICAPPEO 
external: ETHNIC. 

OOCUMENT CONTENTS INCLUOE: SCHOOL OE SEGREGATION. OESEGRE QATION TECHNIQUES. TECHNICAL 

ASSISTANCE* 

source: QPO. 1780-0314. •0.45* 



BREAKTHROUGH FOR OISAOVANTAQEO YOUTH 
ADMINISTRATION I 

QUIOEBOOK WHICH MAY BE USEO 
SPECIAL ASPECTS INCLUOE — 

0 I SAOV ANT AGED/HANOI CAPPED 
OOCUMENT CONTENTS INCLUOE: 

BASIC 

source: 



1969. 256P. (U.S* OEPT* OF LABOR. MA 



AS RESOURCE MATERIAL. PRESENTEO ON A SECONO 
GUIOANCE ANO COUNSELING) GENERAL* 
external; EOUCATIONAL. ECONOMIC. ENVIRONMEN 
OISAOVANTAGEO YOUTH. RECRUITMENT. TESTING. 
EOUCATION. PREVOCATIONAL TRAINING. VOCATIONAL TRAINING. JOB PLA 
QPO. 2900-0008. $2*00. 



NPOWER 
ARY LEVEL* 
TAL. 

COUNSEL I NG. 
CEMENT . 



LOW INCOME TEACHING KIT ON CLOTHING - FES PACKET 0. 10/1966. SOP* (USOA. EXTENSION 

SERVICE. OIV* OF HOME ECONOMICS) 

STUOENT-ORIENTEO PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A 
SECONOARY LEVEL* ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE-- 

oisadvantaqeo/hanoicappeo external: economic. 

OOCUMENT CONTENTS INCLUOE: LOW INCOME. CLOTHING. PACKET 0. PANTS STYLES. SEWING 

MACHINE. 

source: QPO. 0100-0008. $1.75* 



NAVY life: REAOING ANO WRITING FOR SUCCESS IN THE NAVY. BOOK 1* 1966. 129P* (BUREAU OF 

NAVAL PERSONNEL. TRAINING OIVISION*) 

STUOENT-ORIENTEO WORKBOOK WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A 
SECONOARY LEVEL* ILLUSTRATIONS ARE INCLUOEO* SPECIAL ASPECTS INCLUOE-- BASIC 
EOUCATION: REAOING. WRITING* OISAOVANTAQEO/HANOICAPPEO EXTERNAL) EOUCATIONAL* 
OOCUMENT CONTENTS INCLUDE) READING. WRITING. 
source: QPO. 0847-0115. $0*75* 



THE IMPACT OF PUBLIC SPENDING IN A LOW-INCOME RURAL AREA) A CASE STUDY OF FORT LEONARD 
WOOD. MO** 06/1968. 26P* (HOLMES. 0* WENDELL) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A SECONOARY LEVEL* 
STATISTICS ARE INCLUOEO* SPECIAL ASPECTS INCLUDE— OISAOVANTAQEO/HANOICAPPEO 

external; economic, environmental, rural* 

OOCUMENT CONTENTS INCLUDE) LOW-INCOME. RURAL. CASE STUDY. ECONOMY. POPULATION 
MIGRATION* 

source; QPO. 0119-0056. $0*25* 

WHITE AMERICANS IN RURAL POVERTY* 11/1967. 18P* (BIRO. ALAN R*. MCCOY. JOHN L* ) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUOE— OISAOVANTAQEO/HANOICAPPEO EXTERNAL) ECONOMIC. 
ENVIRONMENTAL. RURAL* 

OOCUMENT CONTENTS INCLUDE! RURAL POVERTY. APPROACH. PROBLEM. DEFINITIONS. TYPES. POOR 
WHITES* 

source: QPO. 0119-0049. A0.15* 

DOMESTIC MIGRATORY FARMWORKERS) PERSONAL ANO ECONOMIC CHARACTERISTICS* AGRICULTURAL 
ECONOMIC REPORT NO* 121* 09/1967. 32P* (RAPTON*> AVRA) 

PAMPHLET WHICH MAY BE USEO AS RESOURCE MATERIAL. PRESENTEO ON A SECONOARY LEVEL. 
STATISTICS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- OISAOVANTAQEO/HANOICAPPEO 

external: economic, environmental, migratory- 

document CONTENTS INCLUDE) MIGRATORY FARMWORKERS. PERSONAL CHARACTERISTICS. ECONOMIC 
CHARACTERISTICS. CHARACTERISTICS. CONDITIONS* 

SOURCE! QPO. 0119-0046. $0*25* 



E* f .'o Q 
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DISADVANTAQEO/HANDICAPPED - EXTERNAL 
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aspirations and expectations of the rural poor; a guide to research. 10X1967, 37P. 

"‘■?w?HLE?''lH5cH'liAY BE USED AS RESOURCE MATERIAL, PRESENTED ON * SECONOARY LEVEL. 

SPECIAL ASPECTS INCLUDE— 01 SAOVANTAGEO/HANOIC APPEO EXTERNAL. ECONOMIC, 

OOcS^ES;~c™;JUs''y"tuOE: ASPIRATIONS, EXPECTATIONS, RURAL POOR, EDUCATION, 

OCCUPATION/ RESEARCH METHOODLOQY* 

source: qpo/ 0119 - 0047 / *00250 

RURAL INDUSTRIALIZATION IN THE OZ^RKS: UORDON^MAX^F I ) QASSVILLE/ 

^‘2rATISTK"AR?‘lN?!uOro“ Ip^^irSIprC^r ! J^iuor-^J'sASv.NT.OEOX H* NOIC APPEO 

ooc5;"rciN™;s°rNcruSE; "pSSi: industrialization, OZARKS, case study, economy, 
source: QPO/ 0119-0048/ *Oo25. 

employment, unemployment, .no low incomes in APPALACHIA. AORIC ECONOMIC REPORT NO. 73. 
05/1965/ 48P. (FULLER/ THEODORE p*’ PRESENTED ON A SECONDARY LEVEL. 

'TTSTrST^Cs'ARriN'cLUDED? ipECUL aIpeJ?I INCLUDE- DISADVANTAQEO/HANDICAPPED 

D0cSllSrC0N?ES?ri5cLUDEl'’°EMpS^^^ LOW INCOMES/ APPALACHIA/ 

IMPLICATIONS. 

source: QPO/ 0119-0108/ *0.35. 

SCHOOL OESEOREOATIDn: a ;™,f°5jrLp:°“E«o""";F“?HrpSEs?0^ 

'""“i2pHLET''Hl'lCH‘'liAY O^SseS'aS RESOURCE MATERIAL, PRESENTED ON A SECONDARY LEVEL. 
Specul J1pec?“i“cluoe- disaovantaoeoxhanoicappeo external: ethnic 
DOCUMENT CONTENTS INCLUDE: SCHOOL DESEGREGATION/ POLICY. 

source: QPO/ 4000-0179/ *0.25. 

RACISM IN AMERICA ANO HOW TO J"’’ I! * r i Jl / ^RESENTED^ON ^°SECOND ARY^ 

^^jr^UrTR^nONs'^IJE^INC^^E^! ASPECTS INCLUDE- OISADVANTAQED/HANDICAPPED 

OOcS:iSrciN?E:rs°"c^^^^^^^ racism/ AMERICA/ SIGNIFICANCE/ COMBATING. 
source: QPO/ 0500-0033/ *0.50. 

THE NEORO FAMILY - THE CASE FOR NATIONAL ACTION. 03X1905, 7SP. lU.S. DEPT. OF LABOR, 

°"jEFF2LcE'™K'’mKrSAi"BE"ulE5"rRESOURCE MATERIAL, PRESENTED ON A SECONDARY LEVEL. 
5 lLUS?Ra??25s" s?ATISTl“l ARE INCLUOEO. SPECIAL ASPECTS INCLUDE- 
JisAOVANTAGED/HANDICAPPED EXTERNAL! ^^HNIC, ENVIRONMENTAL. 

DOCUMENT CONTENTS INCLUDE! NEGRO FAMILY/ PROBLEM/ ACTION. 

SOURCE! QPO/ 2900-0022/ *0.45. 

RACE .NO place - A LEGAL If ~"°"??"S?;?/^S“ENTEo’oS\‘il^ 

'";lSs?pu1ons"«e“5nc!uSeS" "Ipecu! Uspects include- OISAOVhNTAOEOXPANOICAFPEO 

OOcj;lNrciNTEN?s'^;Nk'^jEr"";Ji'sCHOOL, AREAS, ATTENDANCE, SAFETY, SEOREOATION, 
gerrymandering. 

source: QPO/ 1780-0306/ *0.45* 

lEPERENCroOOK ^I^H^tYiruySsTsSCRjE Ml?ESUu'pRESEN?ro'oN fsSo^i LEVEL. 
SPECIAL ASPECTS INCLUDE- DISADVANTAGED/HANO I CAPPED^ EXTERNAL . ETHNIC 



THE 



rMnr.iMCMT mMTPNTS INCLUDE! NEGRO/ U.S./ REFERENCF.S/ ART/ BIOGRAPHY/ 
ClJ5r R5GH S? oJxERY; ECONOMIC, EDUCATION, HISTORY, LEGAL STATUS, 

Sloici^riamSY service, organizations, politics, press, 

SOCIAL/ SPORTS. 

SOURCE! QPO/ 3000-0044/ *3»25. 



AUTOBIOGRAPHY/ 
LITERATURE/ 

RACE RELATIONS/ CHURCH/ 



o 
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disadvantaged/handicapped - EXTERNAL 

CYCLE TO NOWHERE. 1970/ 53P. (GOOD/ PAUL) 

REFERENCE POOK WHICH MAY 0E USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDEO. SPECIAL ASPECTS INCLUDE-- 0 I S ADVANT AGED/h ANDI CAPPED 
external: ETHNIC/ ECONOMIC/ ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: CIVIL RIGHTS/ ALABAMA/ CRIME/ WELFARE. 

source: GPO/ OSOO-OOPA/ $0.60. 

LOW-INCOME LIFE STYLES. 1968/ R6P. (U.S. DEPT. OF HEW/ WELFARE ADMIN.) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDA 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDI 
external: ECONOMIC. 

DOCUMENT CONTENTS INCLUDE: LOW-INCOME/ LIFE/ OUTLOOK/ ECONOMIC/ FAMILY/ EDUC 

HEALTH. 

source: QPO/ 1760-0010/ *0.35. 

MINORITY BUSINESS OPPORTUNITIES. 1970/ 398P . (U.S. DEPT. OF HOUSING ANO URBAN 

DEVELOPMENT/ OFFICE OF THE ASS ' T . SEC. FOR EQUAL OPPORTUNITY) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
SPECIAL aspects INCLUDE-- GUIDANCE AND COUNSELING: GENERAL* 

DISADVANTAGED/HANDICAPPED EXTERNAL: ETHNIC. 

DOCUMENT CONTENTS INCLUDE: MINORITY/ BUSINESS OPPORTUNITIES/ PROFESSIONAL/ RESOURCES. 

source: GPO/ 2300-0155/ *3*00. 

MEXI CAN-AMERICANS/ A HANDBOOK FOR EDUCATORS* 1970/ 3AP* (FORBES/ JACK 0*) 

GUIDEBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- 0 1 S ADV ANT AGE D /HAND IC APPED EXTERNAL: ETHNIC* 

DOCUMENT CONTENTS INCLUDE: MEX IC AN- A ME R I C A NS/ HANDBOOK/ EDUCATORS/ HERITAGE/ ASSETS/ 

SUGGESTIONS. 

source: GPO/ 1780-0001/ *0.A5. 

LITERATURE FOR DISADVANTAGED CHILDREN* 08/1968/ 16P* (U*S* DEPT. OF HEW/ OFFICE OF 

EDUCATION/ BUREAU OF RESEARCH) 

TEACHER-ORIENTED REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON 
AN ELEMENTARY LEVEL* SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED EXTERNAL: 
EDUCATIONAL . 

DOCUMENT CONTENTS INCLUDE: LITERATURE/ DISADVANTAGED CHlLOREN. 

source: GPO/ 1780-0285/ *0.20. 

POVERTY AMID PLENTY/ THE AMERICAN PARADOX. 1970/ 155P* (THE PRESIDENT'S COMMISSION ON 
INCOME MAINTENANCE PROGRAMS) 

TEXTBOOK WHICH MAY* BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- 0 I S AD VANT AGED/h AND I C APPEO 
external: ECONOMIC. 

DOCUMENT CONTENTS INCLUDE: POVERTY/ POOR/ AGED/ SUPPLEMENT/ INCOME SECURITY/ 

EMPLOYMENT. 

source: GPO/ AOOO-0196/ *1.75. 

RURAL INDIAN AMERICANS IN POVERTY* 1970/ 27P. (USDA/ ECONOMIC RESEARCH SERVICE) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRCSENTEO ON A SECONDARY LEVEL. 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- D I S AD VANT AGED/H AND I C APPED 
external: ETHNIC/ ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: RURAL INDIAN/ POVERTY/ INCOME/ EDUCATION/ HEA| TH/ INDIAN 

YOUTH. 

source: GPO/ 0119-0177/ *0*25* 

THE POOR/ A SELECTED BIBLIOGRAPHY* 05/1969/ 56P. (USDA/ ECONOMIC RESEARCH SERVICE) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE— D I S ADV ANT AGE 0/ HAND IC APPED EXTERNAL! ECONOMIC. 

DOCUMENT CONTENTS INCLUDE! POOR/ BIBLIOGRAPHY/ DEFINITIONS/ CHILDREN/ ELDERLY/ 

MINORITY GROUPS/ MIGRANTS/ UNEMPLOYED/ ASPIRATIONS/ LEARNING PROBLEMS* 
source: QPO/ 0100-1238/ *0.60. 

ABOUT THE POOR/ SOME FACTS AND SOME FICTIONS. 1967/ 85P* (U*S. DEPT* OF HEW/ SOCIAL AND 

rehabilitation SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL aspects INCLUDE— DISADVANTAGED/HANDICAPPED EXTERNAL! ECONOMIC. 

DOCUMENT contents INCLUDE! POOR/ FACTS/ FICTIONS. 

SOURCE! QPO/ 1791-0100/ *0.35. 



RY LEVEL. 
CAPPED 

AT ION/ 
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TIME TO LISTEN. 
11/1967/ 133P* 



. .a' TlUE -TO ACT - VOICES 
(U.Si COMMISSION ON CIVIL 



FROM THE GHETTOS OF THE NATION'S CITIES. 
RIGHTSJ 

TEXTBOOK WHICH MAY BE IJSEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUOE— DISADVANTAGE O/HANO ICAPPED EXTERNAL: ECONDMIC. 

OOC.JMeS? c5n?IStI INcCuOE: GHETTDS/ cities/ SLUM/ HEALTH CARE/ POLICE/ SCHOOL/ JOB 

TRAINING/ HOUSING/ RACIAL ISOLATION. 

source: gpd/ oboo-ooii/ * 0.45. 



IN 



AFRO-AMERICANS 
EDUCATION) 

GUIOEBOOK WHICH MAY BE USEO 
SPECIAL ASPECTS INCLUOE-- 
OOCUMENT CONTENTS INCLUDE: 



the FAR WEST-A HANDBOOK FOR EDUCATORS. 106P. (U.S. OEPT. OF HEW/ OFFICE 



AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
DISADVANTAGEO/HANOICAPPED EXTERNAL: ETHNIC* 

AFRO-AMERICANS/ FAR WEST/ SIGNIFICANCE/ CULTURAL 



CHARACTERISTICS/ 
source: GPD/ 1780' 



INTEGRATION/ GUIDE* 
0703/ *0*60* 



1970/ 126P* (HEW/ 



o 

ERIC 



POVERTY STUDIES IN THE SIXTIES - A SELECTED/ ANNOTATED BIBLIOGRAPHY* 

MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY 
LEVEL* SPECIAL ASPECTS INCLUDE-- 0 1 SAOV AN T AGED/HAND ICAP PF 0 EXTERNAL: ECONOMIC* 
OOCUMEnI cS?S JnCLUOE: poverty, concept. ASPECTS/ MINORITIES/ HEALTH/ LAW/ 

HOUSING/ LEGISLATION/ PROGRAMS* 
source: QPDi 1770-0117/ *0*60* 

NEGRO WOMEN****IN THE POPULATION AND IN THE LABOR FORCE* lH/1967. 41P* (U*S* DEPT* OF 

MATERIAL, PRESENTED ON A SECONDARY LEVEL. 
'rLLUs5RA??SNS «"lN“u5EO. special ASPECTS INCLUDE- SUIOANCE AND COUNSELING: 
GENERAL* DISADVANTAGEO/HANOICAPPED EXTERNAL: ETHNIC* rp 

DOCUMENT CONTENTS INCLUDE: NEGRO WOMEN/ POPULATION/ LABOR. EDUCATION. FAMILIES/ 

POVERTY/ CHILD CARE* 
source: GPD/ 2903-0003/ WAGE* 

HIGHLIGHTS OF WELFARE REFORM - REFDRM/RENEWAL FDR THE 7D'S* 16/02/1971/ 26P* (EXEC* 

^^^J^^ERENJEVoSK^Hr^ MATERIAL/ PRESENTED ON A SECONDARY LEVEL 

ILLUStL?!S15s !Je INC^ SPECIAL ASPECTS INCLUOE- 0 I S AO V A NT AGEO/H ANOI CAPF EO 

external: ecundmic* aa. 

document contents INCLUOE: WELFARE REFORM. SYSTEM/ PLAN* 

source: GPD/ 4101-0056/ *0*40* 

iiQYKin TUF NflNPROFE SS ID N A L * 1970/ 18P* (DEPT * OF LABOR. MANPOWER ADMIN* ) 

tSSJtbSSI; Ja? BE usiris resource MATERIAL, PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUOE— GUIDANCE AND COUNSELING: GENERAL* 
OISAOVANTAGED/HANOICAPPEO EXTERNAL: EOUCATIONA(^/ ECDNDI1IC/ ENVIRONMENTA^ 

document contents include: NDNPRDFESSI ONAL. HIRING/ TRAINING/ DISADVANTAGED YOUTH 

source: GPD/ 2900-0041/ *0*30* 

PREV0CA7I0NAL AND VOCATIONAL TRAINING PROGRAMS* 1970/ 38P* ( OEPT* OF LABOR. MANPOWER 

AOMIN ) MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPETIAL ASPECTS INCLUDE-- DISADVANTAGEO/HANOICAPPED EXTERNAL: EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE: PREVDCATIDNAL TRAINING PROGRAMS/ VOCATIONAL TRAINING 

PROGRAMS/ DISADVANTAGED YOUTH* 
source: GPD/ 1780-0700/ *0*60* 



AND 



SUPPORTIVE SERVICES* 1970/ 55P* ( DEPT* OF LABOR. MANPOWER 



TESTING/ COUNSELING. 

^°^TEXTBUDK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE GUIDANCE AND COUNSELING! QENER AL • 

“snNS^^oSNScIiSS^^UPPDRT.YB SERVICES, OISAOV.NTLBEO 

YOUTH- 

SOURCE! QPO# 2900-0044# tO-60* 
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DISADVANTAQED/HANDICAPPED - EXTERNAL 



THE NEGROES IN THE U.S. - THEIR ECONOMIC AND SOCIAL SITUATION" 06/1966/ 2AlP. (DEPT* OF 
LABOR/ BUR. OF LABOR STATISTICS) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 
ILLUSTRATIONS/ STATISTICS ARE INCLUDED. SPECIAL ASPECTS INCLUDE-- 
DIRADVANTAGED/HANDICAPPED EXTERNAL: ETHNIC/ ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: NEGROES/ UNITED STATES/ ECONOMIC SITUATION/ SOCIAL 

SITUATION/ POPULATION/ INCOME* 

SOURCE: QPO/ 2901-0056/ $1.25. 



IMPACT ON THE COMMUNITY* 1970/ 36P* (OEPT* OF LABOR) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— DISADVANTAGED/HANDICAPPED EXTERNAL: ECONOMIC* 
DOCUMENT CONTENTS INCLUDE: IMPACT/ COMMUNITY/ DISADVANTAGED YOUTH. 

SOURCE: GPO/ 2900-0038/ $0*35* 



JOB 



PLACEMENT/ CREATION/ AND DEVELOPMENT* 1970/ 31P* 
REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATE 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSEL 
DISADVANTAGEO/HANDICAPPED EX'^ER)UL: ECONOMIC- 
DOCUMENT CONTENTS Include: *iob placement/ creati 

SOURCE: GPO/ 29O0-00A0/ $0*AO. 



(DEPT. OF LABOR/ MANPOWER ADM 
RIAL/ PRESENTED ON A SECONDARY 

ing: general* 

ON/ DEVELOPMENT/ DISADVANTAGED 



IN* ) 
LEVEL* 



YOUTH* 



BASIC EDUCATION* 1970/ 17P* (DEPT* OF LABOR/ MANPOWER ADMIN*) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— RELATED EDUCATION: GENERAL* D IS ADVANTAGED /H AND I CAPPED 
external: ECONOMIC. 

DOCUMENT CONTENTS INCLUDE: BASIC EDUCATION/ DISADVANTAGED YOUTH. 

SOURCE: GPO/ 2900-0039/ $0*30* 

GROWING UP POOR. 1969/ 117P. (CHILMAN/ CATHERINE S.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— D I SADVANTAGED/HAHDIC APPED EXTERNAL! ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: POOR/ SUBCULTURES/ POVERTY/ EMOTIONAL HEALTH/ EDUCATION/ 

SOCIAL * 

SOURCE: GPO/ 1760-0013/ $0*A5. 



POST-INSTITUTIONAL SERVICES FDR DELINQUENT YOUTH* 1967/ 50P. (MANELLA/ RAYMOND L*) 

TEXTBOOK WHICH MAY BF USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL/ YOUTH. 
disadvantaged/handicapped external: ENVIRONMENTAL. 
document contents INCLUDE: POST-INSTITUTIONAL SERVICES/ DELINQUENT YOUTH/ LEGAL/ 

SUPERVISION/ ADMINISTRATIVE/ PROGRAM/ RELEASE/ STANDARDS* 

SOURCE: GPO/ 1791-0103/ $0*25. 



GROUP COUNSELING WITH DELINQUENT YOUTH* 1968/ 38P* (GILMAN/ MERRITT/ GORLICH/ ELIZABETH) 
TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 
DISADVANTAGED/HANDICAPPEO EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: GROUP COUNSELING/ DELINQUENT YOUTH/ STRUCTURE/ ROLE/ 

TRAINING/ LEADERSHIP. 

SOURCE: GPO/ 1791-0105/ $0*30* 



NONMETROPOLITAN DELINQUENCY! AN ACTION PROGRAM* 1969/ 27P* (POLK/ KENNETH) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 
DISADVANTAGED/HANDICAPPEO EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: NONMETROPOLITAN/ DELINQUENCY/ CRIME/ SCHOOL/ PROGRAMS* 

SOURCE: GPO/ 1760-0052/ $0*30* 

TOWARD A POLITICAL DEFINITION OF JUVENILE DELINQUENCY* 08/1970/ 17P. (MARTIN/ JOHN M.) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: GENERAL/ YOUTH* 
DISADVANTAQED/HANDICAPPED EXTERNAL! ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE! POLITICAL," JUVENILE DELINQUENCY* 

SOURCE: QPO/ 1766-0003/ $0*25* 




OISADVANTAQED/HANDICAPPED - EXTERNAL 
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YOUTH AND 



AND VIOLENCE. 1970. 91P. IIil?ERI«Ll PRESENTED ON » POST-SECONDARY LEVEL. 

’^*s;i?»L"»PEc;r.NLs?r--‘%u?o;N?E^rro;;sk"^:^ youth. 

00?iSJSr2;N?lSJsrNi[S0Ef ro;?Srtio^?;ijE?'‘s^c;:t:E.T.ON, SUSCULTURE, crimes, 

STUDENT/ SOCIETY* 
source: QPO/ 1766"0001/ »0*55* 

hearings before the national commission on urban PROBLEMS/ VOLUME 

(NATIONAL COMM* ON URBAN PROBLEMS) pccouRCr MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

^^SP^CUL ;s?ec?s^5!Jcl5oe-- "oisaSSan^ageo/handicappeo external: ECONOMIC/ 

OOCUMENT^CONTENTS INCLUDE: URBAN PROBLEMS/ HOUSING/ INNER CITY* 

source: GPO/ 0A00-0137/ »2*00* 

HSARINOS SEPORE the national commission on urban problems, volume a. 09/1967, A9AP. 

(NATIONAL COMM* ON URBAN PROBLEM^) rccqurcE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

’’^spec?Sl 5s?ec?s^5nclude- oisaovantaqeo/hanoicapped external: ECONOMIC/ 

oocu^en?"?onJJn;s include: urban problems, ohettos, housins, uob opportunities, 

source: GPO/ 0400-0138/ »1*75* 

hearinss before the national commission on urban problems, volume 3. I96S, 3S7P. 

(NATIONAL COMM* ON URBAN PROBLEMS) pr^riURCE MATERIAL/ PRESENTED ON A SECONDARS LEVEL* 

5s?EC;s'5NCrSjEn “^f^ASSArT'sro/HA^SIcAPPEO EMTERNALI ECONOMIC, 

OOcS^ErS^Us include: urban problems, HOUSINS, LANO-USE CONTROL. 

source: GPO/ 0400-0139/ »1*50* 

hearings before the national COMMISSION ON URBAN PROBLEMS/ 

(NATIONAL COMM* CN URBAN PROBLEMS) 



VOLUME 2* 1968/ 493P* 



REFERENCE BOOK WHICH MAY BE 
SPECIAL ASPECTS INCLUDE-- 
ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE: 
source: GPO/ 0400- 0140/ *1 



USED AS RESOURCE MATERIAL/ 

DISADVANTAGED/HANO I CAPPED 



PRESENTED 

external : 



ON A SECONDARY LEVEL* 
ECONOMIC/ 



URBAN 

75* 



PROBLEMS/ BUILDING CODES/ HOUSING* 



HEARINGS BEFORE THE NATIONAL COMMISSION ON URBAN 
(NATIONAL COMM* ON URBAN PROBLEMS) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE 
SPECIAL ASPECTS INCLUDE — 

ENVIRONilENTAL* 

DOCUMENT CONTENTS INCLUDE: 
source: GPO/ 0400-0141/ *1 



PROBLEMS/ VOLUME 1* 1968/ 361P* 



MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
OISADVANTAGED/HANOICAPPED EXTERNAL! ECONOMIC/ 



URBAN 
• 00 * 



PROBLEMS/ GHETTOS/ HOUSING CODES* 



INDIAN education: A TRAGEDY J/* SPECIAL SUBCOMMITTEE ON INDIAN EDUCATION) 

CONGRESS 1ST SESSION/ SENATE/ NO* 91-501 SPtC^ ^ SECONDARY LEVEL* 

TEXTBOOK WHICH MAY HE USED ^^®°y.,.,.Qcn/HANDICAPPED EXTERNAL! ETHNIC/ EDUCATIONAL* 
SPECIAL ASPECTS INCLUDE- ° ipioED^^ POLICY/ HISTORICAL 

"“^P^SrpJc^mriLcJSStyrM; MjN?irHEA?ySrs?HOOLS/ goals/ administration* 
source: GPO/ 5271-0173/ $1«00« 



06/1967/ 16P* (COMM* FOR CIVIL RIGHTS CLEARINGHOUSE 



SCHOOLS CAN BE DESEGREGATED* 

PUBLICATION NO* 8) „.-P«,mrc matfriai / PRESENTED ON A SECONDARY LEVEL* 

”‘^UUr,R6';i"Ns"rBB“Nc!uSBD! "lpBC»! "sPBCTS .NCLUOE- D.BADVANT.BBO/P.ND.C.PPED 

DOCUMENT^CONTENTS INCLUDE! SCHOOLS/ DESEGREGATION/ 

EFFORTS/ REMEDIES* 
source: GPO/ 0500-0031/ »0*15* 



RACIAL ISOLATION/ COMPENSATORY 
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DISAOV ANT AGED /HAND I CAPPED 



external 



SOUTHERN SCHOOL DESEGREGATION 1966-67* 1968.« 163P* (U«S« COMM* ON CIVIL RIGHTS) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL^ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- 0 I SADV ANTAGED/H A ND I C APPED 
external: ETHNIC/ EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE) SOUTHERN/ SCHOOL/ DESEGREGATION/ GUIDELINES/ 

OPPORTUNITIES/ IMPLEMENTATION/ JUSTICE/ PRIVATE* 

source: gpo/ osoo-ooio/ $ 0 * 55 . 

appendices: racial isolation in the public schools* 1967/ 293P* (U*S* comm* on civil 

RIGHTS/ 1967) 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE— D I SADV ANTAGED /H AND I C APPED 
external: ETHNIC/ EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE) RACIAL ISOLATION/ PUBLIC SCHOOLS/ EXTENT/ GROWTH/ CITY/ 
SUBURBAN/ OUTCOMES/ ANALYSIS* COMPOSITION* 
source: GPO/ 0500-0008/ *1*00. 

DIRECTORY FOR REACHING MINORITY GROUPS* 1970/ ?55P* (DEPT* OF LABOR/ MANPOWER ADMiN*) 

REFERENCE ROOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED EXTERNAL) ETHNIC/ EOUCATIONAL/ 
ECONOMIC/ ENVIRONMENTAL* 

DOCUMENT CONTENTS INCLUDE) DIRECTORY/ MINORITY GROUPS* 

SOURCE) GPO/ 2906-0004/ *2*00* 

AN ANALYSIS OF SOURCES OF INFORMATION ON THE POPULATION OF THE NAVAHO* 1966/ 220P* 
(JOHNSTON/ OENIS FOSTER) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED 

external: ethnic* 

DOCUMENT CONTENTS INCLUDE) SOURCES/ INFORMATION/ NAVAHO/ ECOLOGY/ CULTURE/ POPULATION* 
SOURCE) GPO/ 4700-0005/ *2*00* 

RACIAL ISOLATION IN THE PUBLIC SCHOOLS/ VOLUME 1* 1967/ 276P* (U*S* COMM* ON CIVIL 

RIGHTS/ 1967) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
ILLUSTRATIONS/ STATISTICS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- 
DISADVANT AGED/HANDICAPPED EXTERNAL) ETHNIC* 

DOCUMENT CONTENTS INCLUDE) RACIAL ISOLATION/ PUBLIC SCHOOLS/ EXTENT/ CONTENT/ CAUSES/ 
EDUCATION/ REMEDY/ LAW/ OUTCOMES* 

SOURCE) GPO/ 0500-0009/ *1*25* 

STRENGTHENING COMMUNITY SERVICES IN LOW-INCOME NEIGHBORHOODS - A FIELD GUIDE. 06/1967/ 

17P* (HEW* HUD) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- D IS AD VANTAGE D/I- AND I CAPPED 
external: ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: COMMUNITY/ SERVICES/ LOW-INCOME* NEIGHBORHOODS* 

source: GPO/ 2300-0137/ *0*20* 

ENGLISH and STATE GOVERNMENT/ SECTION 3 FOR THE STUDENT* 1971/ 121P* (U*S* DEPT* OF 

JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) 

STUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL* ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 

education: general* disadvantaged/handicapped external: ethnic/ EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE) ENGLISH/ STATE GOVERNMENT* 

SOURCE) GPO/ 2702-0018/ *1*25* 

ENGLISH AND FEDERAL GOVERNMENT/ SECTION 2 FOR THE HELPER* 1969/ 99P* (U*S* DEPT* OF 

JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 

SPECIAL ASPECTS INCLUDE-- RELATED EDUCATION) GENERAL* DISADVANTAQED/HANDI CAPPED 
external: ETHNIC/ EDUCATIONAL* 

DOCUMENT CONTENTS INCLUDE) ENGLISH/ FEDERAL GOVERNMENT* 

SOURCE) GPO/ 2702-0020/ *1*00* 







DISAOVANTAGED/HANDICAPPEO - EXTERNAL 
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BECOMING A CITIZEN SERIES^ BOOK 2« 



RELATED 



OUR UNITED STATESJ FEDERAL TEXTBOOK ON CITIZENSHIP/ 

1969/ 118P* (U.S* DEPT* OF JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) 

STUDENT-ORIENTEO WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED. SPECIAL ASPECTS INCLUDE- 
EDUCATION: general* DISADVANTAGED/HANOICAPPEO external: ethnic/ EDUCATIONAL. 
DOCUMENT CONTENTS INCLUDE: CITIZENSHIP. 

source: gpo/ 2702-0096/ *1.50. 

OUR AMERICAN WAY OF LIFE - FEDERAL TEXTBOOK ON CITIZENSHIP/ BECOMING A CITIZEN SERIES/ BOOK 
1. 1970/ 105P., (U.S. DEPT. OF JUSTICE/ IMMIGRATION AND NATURALIZATION SERVICE) 

STUDENT-ORIENTED WORKBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ^ 
SECONDARY LEVEL. ILLUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE-- RELATED 
education: general* DISADVANTAQED/HANOICAPPED external: ethnic/ EDUCATIONAL. 
DOCUMENT CONTENTS INCLUDE: CITIZENSHIP* 

source: GPO/ 2702-0091/ $1*25* 

1968/ 104P* (U.S. DEPT. OF 



PRESENTED ON A SECONDARY LEVEL* CASE 



PUTTING THE HARD-CORE UNEMPLOYED INTO JOBS - CASE STUDIES. 

JUSTICE/ COMMUNITY RELATIONS GERVICE) 

TFvTRnni^ UMlTM MAY BE USED AS RESOURCE MATERIAL/ 

^5S?ES !rE iSJ^UDED. SPECIAL ASPECTS INCLUDE- 0 IS ADV ANT AGED /H ANDI CAPPED 

external: ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: UNEMPLOYED/ JOBS/ CASE STUDIES* 

SOURCE: GPO/ 2703-0006/ *0*65. 



UNEMPLOYED INTO JOBS* 1968/ 38P. (U.S* DEPT* OF JUSTICE/ COMMUNITY 



PRESENTED ON A SECONDARY LEVEL* 






PUTTING THE HARD-CORE 
RELATIONS SERVICE) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ 

SPECIAL ASPECTS INCLUDE-- DI SADVANTAGEO/HANO ICAPPED EXTERNAL, ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: UNEMPLOYED/ JDBS/ PROBLEM/ EDUCATION/ TRAINING* 

source: GPO/ 2703-0005/ *0*35* 

A nrrPNT home. 1969/ 252P. (THE PRESIDENT'S COMMITTEE ON URBAN HOUSING) , 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A POST-SECONDARY LEVEL* 
^LUSTRATIONS ARE INCLUDED* SPECIAL ASPECTS INCLUDE- D ISADVANTAGED/HANOICAPPED 

external: economic. 

DOCUMENT CONTENTS INCLUDE: PROBLEM/ HOUSING/ URBAN. 

source: GPO/ AOOO-013A/ *2.00* 

PROCESS OF CHANGE - THE STORY DF SCHOOL DESEGREGATION IN SYRACUSE/ NEW YORK* 06/1968/ 28P. 

(U*S. CDMM. ON CIVIL RIGHTS/ CLEARINGHOUSE PUB* NO* 12) i cwci 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE—— DISADVANTAGED/HANDICAPPED EXTERNAL. ETHNIC* 
document contents include: school DESEGREGATION/ SYRACUSE/ NEW YORK* 

source: GPO/ 0500-0025/ *0.30* 

HOUSING AMERICA'S LOW- AND MODERATE-INCOME FAMILIES* 1968/ 30P* (KEITH/ NATHANIEL) 
PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED DN A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED EXTERNAL) ECONOMIC* 

DOCUMENT CONTENTS INCLUDE: HOUSING/ LOW-INCOME FAMILIES/ MODERATE- INCOME FAMILIES. 

source: GPO/ 4000-0133/ *0*40* 

REPORT ON THE TRANSITIONAL HOUSING EXPERIMENT/ ROSEBUD INDIAN RESERVATION* 06/1969/ 43P. 
(HUD/ LOW INCOME HOUSING DEMONSTRATION PROGRAM) 

pamphlet which may be USED AS RESOURCE MATERIAL/ PRESENTED DN A SECONDARY LEVEL* 
?LLuljR!nmS Ire INCLUDED. SPECIAL ASPECTS INCLUDE- D ISAOVANTAGED/P ANDICAPPED 

DDCuilENT*CONIENTs‘^iNCLUDE: TRANSITIDNAL HDUSING EXPERIMENT, INDIAN RESERVATION, 

HISTORY/ RESEARCH APPROACH/ RESEARCH DESIGN* 

source: qpo/ 2300-0127/ *0*50* 

JOBS AND CIVIL RIGHTS - THE ROLE OF THE FEDERAL GOVERNMENT IN PROMOTING EQUAL OPPORTUNITY 
IN EMPLOYMENT AND TRAINING* 1969/ 318P* (NATHAN/ RICHARD P*) 

TEXTBOOK WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED DN A SECONDARY LEVEL* 
SPECIAL ASPECTS INCLUDE-- DISADVANTAGED/HANDICAPPED EXTERNAL) ETHNIC/ ECONOMIC* 

ddcCmeJI cSntentI Include: jdbs, civil rights, feder.l gdvernment, equal oppdrtunity, 

EMPLOYMENT^ TRAINING* 

SOURCE? QPOi 0500-0026i $2*50* 



ERIC 
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DI SADVANTAGEO/HANDICAPPED 



EXTERNAL 



CONTINUITY AND CHANGE IN ANTIPOVERTY PROGRAMS. 03/1969/ 33P . (NATIONAL ADVISORY COUNCIL 
ON ECONOMIC OPPORTUNITY) 

PAMPHLET WHICH MAY BE USED AS RESOURCE MATERIAL/ PRESENTED ON A SECONDARY LEVEL. 

SPECIAL ASPECTS INCLUDE-- DISAOVANTAGED/HANDICAPPEO EXTERNAL: ECONOMIC. 

OOCUMENT CONTENTS INCLUDE: CONTINUITY/ CHANGE/ ANTIPOVERTY PROGRAMS/ STRATEGIES/ 

FEDERAL ANTIPOVERTY ORGANIZATION/ STATE ANTIPOVERTY MACHINERY/ LOCAL ANTIPOVERTY 
MACHINERY. 

source: GPO/ 4108-0005/ <0.30. 

FOCUS ON COMMUNITY ACTION/ REPORT OF THE NATIONAL AOVISORY COUNCIL ON ECONOMIC OPPORTUNITY 
MARCH 1968. 03/1968/ 56P. (NATIONAL ADVISORY COUNCIL ON ECONOMIC OPPORTUNITY WITH 

OFFICE OF ECONOMIC OPPORTUNITY) 

REFERENCE BOOK WHICH MAY BE USEO AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL 
ILLUSTRATIONS ARE INCLUDEO. SPECIAL ASPECTS INCLUDE-- DISAOVANTAGED/HANDICAPPEO 
external: ECONOMIC/ ENVIRONMENTAL. 

OOCUMENT CONTENTS INCLUDE: COMMUNITY ACTION/ REPORT/ NATIONAL ADVISORY COUNCIL/ 

ECONOMIC OPPORTUNITY. 
source: GPO/ 4108-000A, $0.35. 

FINDING JOBS FOR NEGROES: A KIT OF IDEAS FOR MANAGEMENT. MANPOWER/ AUTOMA T I ON RESEARCH 

MONOGRAPH NO. 9. 11/1968/ 13P. (U.S. DEPT. OF LABOR/ MANPOWER AOMIN.) 

REFERENCE BOOK WMCH MAY BE USED AS RESOURCE MATERIAL/ PRESENTEO ON A SECONDARY LEVEL 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: SPECIFIC. 
OISADVANTAGED/HANDICAPPED external: ETHNIC. 

OOCUMENT CONTENTS INCLUDE: JOBS/ NEGROES/ MANAGEMENT. 

source: GPO/ 2900-0062/ <0.30. MANPOWER. 

RURAL MANPOWER DEVELOPMENT: OUTREACH/ TRAININfJ/ ANO FAMILY SERVICE METHODS DEVELOPED BY 
THE M.I.T.C.E. EXPERIMENT/ 1965-1968. 1967/ 181P. (U.S. DEPT. OF LABOR/ THE NORTH 

CAROLINA FUND) , 

REFERENCE BOOK WHICH MAY BE USED AS RESOURCE MATERTAL/ PRESENTEO ON A SECONDARY LEVEL 
SPECIAL ASPECTS INCLUDE— GUIDANCE AND COUNSELING: SPECIFIC. 

oisadvantaged/handicappeo external: environmental. 

DOCUMENT CONTENTS INCLUDE: RURAL/ MANPOWER DEVELOPMENT/ TRAINING/ FAMILY SERVICE. 

source: MANPOWER. 



